VALUE  SI.OO 


NUMBER  MANUFACTURING 
PLANTS  LISTED 


98  Furniture 

2  Bedding,  Spreads,  Rugs 

10  Carvings,  Wood  Turnings 
4  Felts  and  Pads 

7  Finishes,  Paints,  Lacquers,  etc. 

8  Foam  Rubber  Products 

19  Frames 

3  Mirror,  Window,  Art  and  Structural  Glass 

1 1  Springs  and  Upholstery  Insulators 

10  Veneers  and  Plywoods 

29  Machinery,  Equipment  and  Parts,  Woodworking 

29  Hosiery 

4  Overalls,  Work  Clothes,  Garments 

1 1  Yarn,  Weaving,  etc. 

9  Chemicals,  Oil  Specialties,  Dyes,  Soaps 

7  Hosiery  Transfers,  etc. 

13  Machines  and  Parts  for  Textile  Industries 

4  Abbatoir,  Meat  Processing,  Poultry 

1  Bus  Bodies 

1  Mobile  Homes 

3  Fibre  Glass  Yachts,  Boats,  etc. 
21  Building  Materials 

16  Electronics  and  Electric 

2  Hardwood  Dimension  Stock 

1  Polyurethane  Foam 

20  Printing  &  Engraving— Rubber  Plates 

2  Store  Fixtrues 

4  Toys,  Advertising  Novelties 

8  Shipping  Containers,  Packaging 

13  Food  Products,  Manufacturers,  Bakeries 

2  Die-casting 

28  Manufacturing,  Other 

400 


KEY  TO  ESTABLISHMENT  SIZE 

(Approximate  number  of  Employees) 


1    0-50 

2    51  -  100 

3    101  -250 

4   ■.   251  -500 

5    501  -  1000 

6    1001  -  1500 

7   ,  .   1501  -2500 

8    over  2500 


*  Denotes  Chamber  of  Commerce  Member 


WHAT'S    MADE  IN 


HIGH  POINT 
AND 

WHO     MAKES  IT 


Compiled  by 
CHAMBER  OF  COMMERCE 

High  Point,  North  Carolina 


VISIT  A  WARM  FRIEND  OFTEN 


-YOUR  LOCAL 
CHAMBER  OF  COMMERCE 
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BUILDING 


.  Over  sixteen  and  one-half  (I6V2)  acres  of 
floor  space  used  to  exhibit  over  450  lines 
of  household  furnishings.  Within  a  150 
mile  radius  of  High  Point  is  the  greatest 
concentration  of  wooden  household  furni- 
ture manufacturing  in  the  world.  (To  be 
added  in  1961,  three  additional  stories  and 
penthouse  on  Wrenn  St.  Wing) 


FURNITURE  DIVISION 

FURNITURE  MANUFACTURERS 


*ALMA  DESK  COMPANY  (3)  (Est.  1885) 

Corner  Grimes  &  Green  Sts.  Phone  882-8186 

Chas.   E.    Hayworth,   President   &   Treasurer;   David  R. 

Hayworth,  Vice  President. 
Wood  Office  Furniture  for  Executive,  Commercial  and 

Professional     Use.    Desks,    Tables,    Bookcases,  File 

Cabinets  and  Institutional  Furniture. 

WILLIAM  ALAN,  INC.  (1)  (Est.  Sept.  1958) 

Ashford  Dr.,  Welch  Field  Phone  882-6915 

William   Price,   President;  James  Cox,   Vice  President; 

Melva  P.  Price,  Secretary  &  Treasurer;  Joe  Price, 
Manager. 

Upholstered  Chairs— "Price-Rite"  Chairs. 

AMERICAN  OF  HIGH  POINT,  INC.  (1)            (Est.  1959) 

1900  E.  Green  Street  Phone  882-8226 
R.  H.  Richardson,  Manager. 
Upholstered  Furniture. 

ART  CHAIR,  INC.  (1) 

123  Westchester  Drive  Phone  888-5916 

Claude     A.      Hughes,     President  -  Treasurer;  Carlton 

Hughes,  Vice  President;  Clifton  Hughes,  Secretary. 
Sofa    Beds,   Sleepers,   Complete   Suites,    Duncan  Pfyfe 

Sofas,  Chairs. 

B.  &  H.  MFG.  COMPANY,  INC.  (1)  (Est.  1954) 

Box  1641,  1430  Trinity  Avenue  Phone  882-1014 

W.  B.  Byerly,  Sr.,  President;  R.  S.  Byerly,  Vice  Presi- 
dent; T.  M.  Byerly,  Secretary-Treasurer. 

Upholstered  Living  Room  Furniture. 

*B.  &  W.  UPHOLSTERING,  INC.  (1)  (Est.  1946) 

701  Ward  St.  Phones  888-6517  or  888-7197 

Gilbert  H.  Weant,  President;  Paul   E.  Moss,  Secretary 

and  Treasurer. 
Upholstered  Furniture. 
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WHAT'S  made  in   HIGH  POINT 


BASIC  FURNITURE  STYLES,  INC.  (1)  (Est.  1959) 

1518  English  St.  Phone  882-8451 

Daniel  C.  Curran,  President;  Lois  B.  Curran,  Vice  Pres- 
ident &  Secretary;  Daniel  C.  Curran,  Treasurer. 

Living  Room  Furniture  (Upholstered). 

BILTRITE  UPHOLSTERY  COMPANY  (1)  (Est.  1945) 

300-2  Reed  St.  Phone  888-5928 

G.  O.  Kearns,  Owner. 

Upholstered  Chairs,  Base  Rockers,  Occasional  Chairs, 
Sofa  Beds,  Sectional  Sofas  and  2-pc.  Suites. 

BLACKSMITH  SHOP,  THE  (1) 

507  East  Russell  St.  Phones  882-3713  or  882-1921 
Stanley  Taylor,  President. 

Wrought  Iron,  Wood  and  Upholstered  Furniture. 

BOULDING  UPHOLSTERY  COMPANY  (1)  (Est.  1941) 
Kivett  Drive  Phone  883-1070 

N.  L.  Boulding,  Owner. 

Upholstered  Chairs,  Sofa  Beds,  Living  Room  Suites. 

BUS  BLACK'S  CUSTOM  BUILT  FURNITURE  (1) 

High  Point-Greensboro  Rd.  Phone  882-2200 

Bus  Black,  Owner. 

Repair,  Refinishing— Antique  and  Modern.  Upholstering. 

CHARLES  T.  BOLTON  FURNITURE  CO.  (1) 

Kivett  Dr.,  P.  O.  Box  89  Phone  882-6628 

C.  T.  Bolton,  Owner. 
Sofa  Beds,  Odd  Chairs. 

BRANCH  UPHOLSTERING  REPAIR  (1) 

1910  East  Green  Phone  882-2811 

Ralph  M.  Branch,  Owner. 
Repair  and  Custom  Built  Furniture. 

BROWN'S  FURNITURE  HOUSE  & 

UPHOLSTERING  CO.  (1)  (Est.  1947) 

2902  N.  Main  St.  Phone  882-2803 

C.  L.  Brown,  Owner. 

Lawsons,  Duncan  Beds  and  Chairs.  Also  Custom  Built 
Furniture  and  Repair  Work.  Also  Retail. 

*BURTON  UPHOLSTERY  CO.,  INC.  (2)  (Est.  1933) 

English  Street  Extension  Phone  888-5081 

R.  Allen  Burton,  President;  C.  L.  Burton,  Vice  President; 
L.  G.  Monroe,  Treasurer;  C.  H.  Burton,  Secretary. 

Manufacturers  of  Living  Room  Suites,  Modern  Sectional 
GroUps,  Sofa  Beds,  and  Convert-A-Way  Beds. 
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and  WHO  makes  It 


BYERLY  UPHOLSTERY  COMPANY  (1)  (Est.  1955) 

224  Ranch  Drive  Phone  882-3727 

F.  Paul  Byerly,  President;  -David  Byerly,  Vice  President 
Nannie  J.  Byerly,  Secretary-Treasurer. 

Upholstered  Living  Room  Furniture.  Living  Room  Suites, 
Sofa  Beds,  Rockers,  Sectional  Sofas,  and  Recliners. 

CAROLINA  SEATING  COMPANY  (3) 

335  S.  Main  St.  Phone  888-6001 

C.  N.  Freeman,  President;  Stanley  R.  Taylor,  Secretary- 
Treasurer. 

Upholstered  Furniture;  Upholstered  Seats  and  Backs. 


★CAROLINA  UPHOLSTERY  CO.,  INC.  (1)  (Est.  1941) 
201  S..  Hamilton  St.  Phones  888-7909  882-8417 

G.  J.  Williard,  President-Treasurer;  J.  R.  Wagner,  Vice 
President;  Mrs.  Bessie  M.  Williard,  Secretary. 

Manufacturers  of  Upholstered  Furniture. 


★CARSON,  INC.  (3)  (Est.  1944) 

Prospect  Rd.  Phone  882-6861 

Carson  C.  Stout,  President-Treasurer;  Clarence  Keever, 
Vice  President;  Walter  E.  Crissman,  Secretary. 

Upholstered  Living  Room  Furniture.  Modern  and  Tradi- 
tional Furniture. 


CARSON'S  OF  HIGH  POINT  (1) 

1309  Dorris  St.  Phone  888-7947 

Paul  Bullin,  Manager. 
Contract  Division. 


★CASARD  FURNITURE  MFG.  CORP.  (2) 

667  Ward  Phone  882-8176 

Herman  W.  Bernard,  President;  Arthur  Cassell,  Secre- 
tary-Treasurer. 

Bedroom  and  Dining  Room  Furniture,  Record  Cabinets, 
Television  Bases  and  Tables,  Contract  Work. 


CASE  MANUFACTURING  CO.  (1) 

667  Ward  Phone  882-8176 

Herman  W.  Bernard,  President;  Arthur  Cassell,  Secre- 
tary-Treasurer. 

Matching  Bases  for  Television  Industry.  Contract  Work 
for  Television  Industry. 
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WHAT'S   made  in   HIGH  POINT 


COLONIAL  FURNITURE  COMPANY  (1)  (Est.  1924) 

526-528  South  Hamilton  Phone  882-6118 

J.  V.  Thompson,  President-Treasurer. 

Patented  Lock  Joint  Windsor  Chairs,  Living  Room  Furn- 
iture, Novelties,  Specials  for  Jobbers,  Club#  Boudoir, 
Spot  Chairs  and  Vanity  Benches,  Juvenile  Rockers 
and  Chairs  and  Institutional  Seating. 

★COLONY  TABLES,  INC.  (1)  (Est.  1947) 

P.  O.  Box  811,  100  Prospect  St.  Phone  883-1637 

D.  O.  Ward,  President-Treasurer;  Jack  Rochelle,  Vice 
President;   Henry  A.   Foscue,  Secretary. 

Solid  Mahogany  Period  Tables,  Solid  Mahogany  Eight- 
eenth Century  Leather  Top  Tables,  French  Provin- 
cial Tables  in  Fruitwood  Finish,  Early  American  Ta- 
bles in  Provincial  Finish,  Contemporary  Tables  and 
Cabinets  in  Walnut. 

*THE  CONTINENTAL  FURNITURE  CO.  (3)  (Est.  1901) 
310  E.  Green  Street  Phones  882-8119  883-1980 

A.  W.  Detweiler,  President,  Mary  Annis  Dickens,  Sec- 
retary-Treasurer. 

Manufacturers  Solid  WoocJ  Bedroom  Furniture,  Eight- 
^  eenth  Century,  Early  American,  French  Provincial  and 
Italian  Provincial  designs  in  Mahogany,  Cherry  and 
Magnolia. 

Displays:  Southern  Furniture  Exposition  Building,  High 
Point,  N.  C,  W.  B.  Farr,  Jr.,  in  charge;  American 
Furniture  Mart,  666  Lake  Shore  Drive,  Chicago,  III. 

*CRESTWOOD  FURNITURE  CO.,  INC.  (1) 

Cor.  Linden  and  Ogden  Sts.  Phones  888-9924 

882-3824 

J.  D.  Potts,  President;  Walter  E.  Crissman,  Vice  Presi- 
dent; Carson  C.  Stout,  Secretary;  J.  D.  Potts,  Treas- 
urer. 

Early  American,  Contemporary  and  Traditional  Uphol- 
stered Furniture. 

★DALLAS,  INC.  (3)  (Est.  1932) 

1673  English  Street  Phones  882-2537  882-2539 

882-2538  882-2530 

J.  Sanders  Dallas,  President;  Mrs.  Ernestine  H.  Dallas, 
Vice  President;  Hayden  C.  Cranford,  Secretary;  J.  D. 
McCrery,  Treasurer. 

Upholstered  Furniture. 
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and  WHO  makes  It' 


*DAVIS  UPHOLSTERY  COMPANY  (1)  (Est.  1944) 

602  Linden  Street  Phone  883-1732 

J.   T.    Davis,   Sr.,   President;   John   T.   Davis,   Jr.,  Vice 

President;   Dorothy  D.   Haines,  Treasurer;  Hattie  Lee 

Davis,  Secretary. 
Upholstered  Furniture  for  Office,  Home  and  Institutions. 

Tables  for  Office,  Home  and  Institutions. 

DEKOR  CORP.  (1)  (Est.  1960) 

1412  Trinity  Ave>  Phone  882-9927 

T.  M.  Byerly,  President;  R.  S.  Byerly,  Vice  President; 
W.  B.  Byerly,  Jr.,  Secretary-Treasurer. 

Den  &  Playroom  Upholstered  Furniture. 

★DINETTE  PARTS  MFG.  CO.  (1)  (Est.  1948) 

817  Ward  St.  ^  Phone  888-6011 

Stanley  R.  Taylor,  President;  C.  N.  Freeman,  Secretary. 
Dinette  Suites  (Chrome  and  Wrought  Iron). 


DUKE  FURNITURE  CORP.  (2)  (Est.  1961) 

Potts  St.  Phone  882-6417 

A.  Mackover,  President. 
Upholstered  Living  Room  Furniture. 


EASTERN  FURNITURE  CO.  (1)  (Est.  1960) 

221  Ennis  Street  Phone  882-4525 
S.  C.  Easter,  President. 

Living  Room  Suites,  Sofas,  Beds  and  Sectionals. 


FAGG  UPHOLSTERY  COMPANY  (1)  (Est.  1946) 

812  Mangum  Ave.  Phone  888-5940 

Wm.  S.  Fagg,  Mgr. 

Plastic  Masters— Living   Room  Furniture. 


FRAMES,  INC.  (2)  (Est.  1958) 

803  Ward  St.  (Office:  809  Ward  St.)  .  Phone  882-4170 

Harold  M.  Gutterman,  President;  E.  Samet,  Vice  Presi- 
dent; Mose  Samet,  Secretary-Treasurer. 

Upholstered  Office  and  Institutional  Furniture,  including 
Desk  Chairs,  Lounge  Furniture  and  Occasional  Tables, 
Molded  Plastic  Furniture.  Furniture  Frames. 


FRYE  MANUFACTURING  COMPANY  (1)  (Est.  1931) 

P.  O.  Box  221  Phone  887-4129 

O.  H.  Frye,  President. 

Living  Room  Furniture.  Display  at  Factory. 
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WHAT'S  made  in   HIGH  POINT 


STAR  MANUFACTURING  CO.  (1) 

Hwy.  29-70  (East)  Phone  882-9527 

W.  S.  McCorkle  and  George  Combs,  Owners. 
Upholstered  Living  Room  Furniture. 


GAIL  UPHOLSTERY  &  REPAIR  CO.  (1)  (Est.  1957) 

RFD  3  Phone  882-5943 

O.  A.  Bouldin,  Owner. 
Upholster  and  Repair  Furniture. 


GILBRETH  UPHOLSTERY  CO.  (1)  (Est.  1950) 

Highway  62  Phone  885-5229 
C.  C.  Gilbreth,  Owner. 

Upholstered  and  Manufactured  Living  Room  Furniture. 


GLEN-ALAN  FURNITURE  CO.,  INC.  (1)  (Est.  1958) 

311  Oak  Street  Phone  882-6728 

Tate  Edwards,  President;  Glen  H.  Lawson,  Vice  Presi- 
dent; Shirley  D.  Kemp,  Secretary;  A.  B.  Gardner, 
Treasurer. 

Manufacturing  Living   Room  Furniture— Upholstered. 


*GLOBE  FURNITURE  COMPANY  (4)  (Est.  1906) 

1129  Mangum  Phone  .888-4596 

Henry  A.  Foscue,  President;  C.  R.  Barrier,  Vice  Presi- 
dent &  Treasurer;  Mrs.  C.  R.  Barrier,  Secretary;  Frank 
J.  Sizemore,  Jr.,  Vice  President  in  Charge  of  Sales; 
Jack  H.  Rochelle,  Vice  President  in  Charge  of  Pro- 
duction. 

Upholstered  Living  Room  Furniture,  Occasional  Chairs, 
Odd  Sofas  and  Reproductions. 


★GRIFFIN  UPHOLSTERY  COMPANY  (1)  (Est.  1945) 

Baker  Road,  P.  O.  Box  626  Phone  888-7937 

Talton  R.  Griffin,  President;  R.  E.  Griffin,  Vice  President- 
Shirley  Boyles,  Secretary. 

Living  Room  Furniture. 


H  &  H  UPHOLSTERERS  (1)  (Est.  1956) 

Hodgin  Street  Phone  882-3726 

H.  G.  Hayworth,  Sr.,  President;  Claude  A.  Hughes,  Vice 
President;  Clifton  Hughes,  Secretary-Treasurer. 

Manufacturer  of  Lounge  and  Club  Chairs. 
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and  WHO  make  sit 


HAMILTON  HOUSE,  INC.  (Formerly  Stay-Rite)  (1) 

Changed  Names  Mar.  1  (Est.  1960) 
P.  O.  Box  334,  Archdale,  N.  C.  (Ashboro)  Hwy  311 

Phone  882-4927 

Ray  V.  Elledge,  President;  H.  O.  Turner,  Vice  President- 
Ray  V.  Elledge,  Secretary. 
Living  Room  Furniture. 

HATZI  FURNITURE  CO.  (1) 

Kersey  Road  Phone  883-3592 

Mrs.  Aelise  Scott,  President. 
Upholstered  Living  Room  Chairs. 

HAWKS  UPHOLSTERY  COMPANY  (1) 

Centennial  Extension  Phone  888-5975 

Hoyt  Hawks  and  O.  T.  Hall,  Partners. 
Complete  Line  of  Upholstered  Furniture. 

HEIRLOOM  FURNITURE,  INC.  (1)  (Est.  1959) 

1937  West  Green  St.  Phone  882-3964 

John  K.  Dwyer,  President;  Earl  W:  Clark,  Vice  President- 
Clarence  W.  Clinard,  Jr.,  Secretary-Treasurer. 

Upholstered  Living  Room  Furniture. 

HENRY  OF  HIGH  POINT  (1)  (Est.  1959) 

1216  Prospect  Street.  Phone  888-4595,  Ext.  49 

Henry  A.  Foscue,  President;  C.  R.  Barrier,  Jack  Rochelle, 
Frank  J.  Sizemore,  Vice  Presidents;  Thomas  Foster, 
Treasurer. 

Upholstered  Living  Room  Furniture. 

★HERITAGE  FURNITURE  COMPANY  (5)  (Est.  1937) 

1690  English  Street  Phone  882-2501 

Elliott  S.  Wood,  President  and  General  Manager;  I. 
Rhett  Ball,  Senior  Vice  President  in  Charge  of  Mar- 
keting; Tilman  B.  Thomas,  Senior  Vice  President  in 
Charge  of  Manufacturing  and  Secretary  and  Treas- 
urer; Melvin  A.  Binney,  Vice  President  in  Charge  of 
Merchandising;  James  T.  Gooding,  Assistant  Treas- 
urer; Donald  E.  Smith,  Assistant  Secretary. 

Upholstered  Furniture,  Bed  Room  and  Dining  Room 
Furniture,  and  Occasional  Tables. 
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WHAT'S   made   in   HIGH  POINT 


HIGH  POINT  FURNITURE  IND.,  INC.  (1)  (Est.  1958) 
102  Hood  St.  Phone  882-6511 

J.  L.  Robinson,  President;  H.  Samet,  Secretary-Treasurer. 

Novelty  Furniture,  Record  Cabinets,  Tables,  Desks,  TV 
Ba"ses,  Contract  Work. 


HIGH  POINT  NOVELTY  SHOP  (1)  (Est.  1920) 

915  Asheboro  St.  Phone  883-8165 

M.  M.  Hicks,  Owner. 

Bedroom  Suites,  Odd  Beds,  Odd  Chests. 
Furnit-ure  made  to  order. 


HIGH  POiNT  UPHOLSTERY  CO.  (1)                (Est.  1948) 

306  Avery  Road  Phone  886-8754 
Robert  W.  Baxley,  Owner. 

Studio  Couches,  Base   Rockers,  Living   Room  Furniture. 


HI-LITE  CHAIRS,  INC.  (2) 

601  S.  Hamilton  St. 
Robert  A.  Culler,  President; 

dent;   Roy   B.   Culler,  Jr., 

Treasurer. 
Upholstered  Furniture. 


(Est.  1956) 
Phone  888-7190 
Glenn  F.  Steel,  Vice  Presi- 
Secretary;   lola   D.  Culler, 


*JAMES,  INC.  (2)  (Est.  1945) 

800  W.  Burton  Ext.  Phones  883-1040  888-4516 

J.  Thayer  Coggin,  President;  Mrs.  Sally  AA.  Coggin,  Vice 
President;  J.  Clarence  Coggin,  Secretary-Treasurer. 

Manufacturers  Living   Room  Furniture. 


JAMESTOWN  MFG.  CO.  (1)                           (Est.  1950) 

Jamestown,  N.  C.  Phone  882-2358 
W.  L.  Shook,  Owner. 
Living  Room  Furniture. 


KANA  CABINET  SHOP  (1) 

405  Greensboro  Road  Phone  882-2020 

Rudy  J.   Kana,  Owner. 
Manufacture  Kitchen  Cabinets. 


KAYLYN,  INC.  (2)  (Est.  1960) 

123  Albertson  Rd.  Phone  882-9918 

C.  S.  Lambeth,  Vice  President. 

Manufacturing,  Repairing  &  Reupholstering  Living  Room 
Furniture. 
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KITCHEN  QUEEN,  INC.  (1)  (Est.  1954) 

61 5V2  E.  Green  St.  Phone  882-2228 

Rex  Hall,  Owner. 

Custom  Built  Kitchen  Cabinets,  Record  Cabinets,  Sew- 
ing Machine  Cabinets. 

J.  A.  LESTER  MFG.  CO.  (1)  (Est.  1931) 

716-24  Ward  St.  Phone  888-7276 
J.  A.  and  J.  H.  Lester,  Owners. 

Juvenile  Rockers  and  Lounge  Chairs;  Wholesale. 

*MARSH  FURNITURE  COMPANY  (4)  (Est.  1906) 

1001  Mangum  Ave.  Phone  882-0141 

J.  E.  Marsh,  President. 
Kitchen  Furniture. 

Display;  High  Point,  N.  C;  New  York  Furn.  Exchange, 
New  York,  N.  Y. 

McGILL  MANUFACTURING  CO.  (1)                (Est.  1949) 

208  Old  Thomasville  Rd.,  Phone  889-3119 
Carl  McGill,  Owner. 
Piano  Benches. 

*MILLER  TV  PRODUCTS  (1) 

1300  Lincoln  Drive  Phones  888-7934  882-4004 

Felix  Miller,  Jr.,  President;  W.  L.  Perryman,  Vice  Pres- 
ident; Felix  Miller,  Sr.,  Secretary-Treasurer. 
Custom  Built  Television  Bases,  Hi-Fi  Speaker  Cabinets, 
and  Novelty  Tables. 

MODERN  UPHOLSTERY  COMPANY  (1) 

Greensboro  Rd.  Phone  889-1328 

Mr.  and  Mrs.  J.  E.  Trexler,  Owners. 
A  Complete  Line  of  Upholstered  Living  Room  Furniture. 

*MONARCH  FURNITURE  CO.f  INC.  (2)  (Est.  1946) 

803-809  Ward  St.  Phone  882-4170 

M.  Samet,  President;  E.  Samet,  Vice  President;  H.  M. 
Gutterman,  Secretary-Treasurer. 

Office  and  Institutional  Upholstered  Furniture  Consist- 
ing of  Executive  Office  Chairs,  Side  Chairs,  Lounge 
Chairs  and  Sofas,  Sectional  and  Modular  Sofas,  and 
Plastic  Top  Occasional  Tables. 

*MOR-LO  MFG.  CO.,  INC.  (3)  (Est.  1955) 

405-25  Mangum  Ave.        Phones  888-7113  883-1775 

Morton  H.  Ershler,  President;  M.  P.  Ershler,  Vice  Presi- 
dent; Louis  S.  Ershler,  Secretary-Treasurer. 

Upholstered  Living  Room  Furniture. 
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WHAT'S   made  in   HIGH  POINT 


*MYRTLE  DESK  COMPANY  (4)  (Est.  1899) 

Corner  Taylor  and  Millis  St.  Phone  888-4585 

Mrs.  Myrtle  H.  Barthmaier,  President;  Mrs.  W.  T.  Powell, 
Vice  President;  T.  R.  Pitts,  Vice  President,  General 
Manager  and  Secretary;  Chas.  E.  Hayworth,  Treas- 
urer, Edgar  A.  Hatcher,  Assistant  Treasurer. 

New  York  Office,  Pier  No.  49,  Harry  Nechamen;  San 
Francisco  Office,  Wholesale  Office  Equipment  Co., 
81  Minna  St.,  Sibley  Smith,  Rep.;  Los  Angeles,  Whole- 
sale Office  Equipment  Co.,  1427  E.  4th  St.,  W.  E. 
Kinne,  Rep.;  Seattle,  Washington,  Wholesale  Office 
Equipment  Co.,  419  1st  Ave.,  South,  H.  I.  Trow- 
bridge, Rep.;  Howard  Boardman,  Rep.  Wholesale 
Office  Equipment  Co.,  1429  18th  Street,  Denver,  Colo. 

Products  Manufactured:  Office  Furniture  for  Executive, 
Professional  and  Commercial  use.  Flat  Top  Desks, 
Typewriter  Desks,  Tables,  Telephone  Cabinets  and 
Telephone  Stands.  Bookcases,  Costumers,  Library  and 
Institutional  Furniture. 


★NATIONAL  UPHOLSTERY  COMPANY  (3)       (Est.  1934) 

2405  National  Road  Phones  888-5056  888-5055 

Robert  A.  Culler,  President;  Mrs.  Mary  Lou  Snider,  Vice 

President;  Roy  B.  Culler,  Jr.,  Secretary;  Mrs.  Roy  B. 

Culler,  Sr.,  Treasurer. 

Upholstered  Furniture. 


NELSON  CABINET  SHOP  (1) 

4023  S.  Main  St.  Phone  882-5469 

E.  R.  Nelson,  Owner. 
Built-in  Cabinets,  Store  Fixtures. 

*NORTH  CAROLINA 

SCHOONBECK  COMPANY  (3)  (Est.  1954) 

P.  O.  Box  110,  641  Ward  St.  Phone  882-0176 

Jack  Campbell,  General  Manager. 
Upholstered   Living   Room  Furniture. 


*CLYDE  PEARSON,  INC.  (3) 

1420  Progress  Street         Phones  888-5269  882-9014 
Clyde  W.  Pearson,  President;  A.  L.  Pearson,  Vice  Pres- 
ident; Virgie  C.  Pearson,  Secretary,  Clyde  W.  Pearson, 
Treasurer. 

Manufacturers— Upholstered   Living   Room  Furniture. 
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*PERRY'S  UPHOLSTERING  CO.  (2)  (Est.  1954) 

2406  Dorris  St.  Phone  888-4038 

Perry  Leviner,  President;  Thad  C.  Leviner,  Vice  Pres- 
ident; Virginia  C.  Leviner,  Secretary;  Perry  Leviner, 
Treasurer. 

Recliner  Chairs,  Club  and  Occasional  Upholstered  Chairs. 
Peri-loungers,  Peri-resters. 

PLYMOUTH  FURN.  CO.,  INC.  (1)  (Est.  1961) 

1812  Kivett  Drive  Phone  882-9826 

J.  Van  Boyles,  Jr.,  President. 
Upholstered  Living  Room  Furniture. 

★QUALITY  CHAIR  CO.,  INC.  (1)  (Est.  1934) 

503  W.  High  Street  Phone  882-1610 

Aaron  F.  Rice,  President;  Mildred  Lee  Rice,  Vice  Pres- 
ident; Kate  W.  Newnam,  Secretary;  Aaron  F.  Rice, 
Treasurer. 

Sofas,  Sofa  Beds,  Lounge  Chairs,  Base  Rockers,  Swivel 
Chairs  and  Ottomans. 

QUALITY  FRAME  &  UPHOLSTERY  COMPANY  (1) 

(Est.  1948) 

124  Hodgin  Street  Phone  882-2828 

S.  H.  Peters,  Owner. 

Living  Room  Furniture  Frames  &  Upholstered  Living 
Room  Furniture. 

★RELIABLE  MANUFACTURING  CO.  (3)  (Est.  1940) 

1017  Tate  St.  Phones  883-1052  888-6416 

Harry  Lee  Lambeth,  President;  J.  W.  Lambeth,  Vice 
President;  Anne  Lee  Lambeth,  Secretary  and  Treas- 
urer. 

Living  Room  Suites,  Sleepers,  Sofa  Beds,  and  Lounge 
Chairs. 


SECURITY  UPHOLSTERING 

COMPANY,  INC.  (1)  (Est.  1945) 

1944  W.  Green  St.  Phone  882-4165 

A.  C.  "Buster"  Bulla,  President;  Arch  K.  Schoch,  Vice 

President;  Jacquelyn  G.  Bulla,  Secretary-Treasurer; 
Upholstered  Furniture. 

*SILVER-CRAFT  FURNITURE  CO.  (3)  (Est.  1944) 

914  AAillis  St.  Phone  888-5083 

Norman  H.  Silver,  President;  Sylvia  Silver,  Vice  Pres- 
ident; Irving  Silver,  Secretary-Treasurer. 

Upholstered  Living  Room  Furniture. 
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★SOUTHERN  SEATING  CO.,  INC.  (3) 

817  Ward  St.  Phone  888-5809 

Daniel  Sechtin,  President;  Carl  R.  Chastain,  Vice  Presi- 
dent; C.  N.  Freeman,  Secretary-Treasurer. 
Manufacturers  of  Seats  and  Backs  of  all  Types. 
Wrought  Iron  Occasional  Furniture. 

SPECTRUM  FURNITURE  CO.  (1) 

4210  N.  Main  St.  Phone  883-1703 

H.  C.  Stewart,  President. 
Living  Room  Furniture. 

SPOX  CO.,  THE  (1)  (Est.  1957) 

Dorris  St.  Phone  882-1123 

Arthur  Cassell,  President;  Joan  Perkinson,  Vice  Presi- 
dent; Herman  Bernard,  Secretary  and  Treasurer. 

Manufacturers  of  Auxiliary  Speaker  Cabinets  and  Hi-Fi 
Equipment  Cabinets. 

STALEY'S,  INC.  (1)  (Est.  1948) 

Off  Kivett  Dr.  Phone  888-7041 

Alvin  Staley,  President;  Verona  Staley,  Vice  President; 
Herbert  C.  Staley,  Secretary-Treasurer. 

Manufacture  and  Wholesale  Living  Room  Furniture. 

STYLETTE  FURNITURE  CO.  (1)  (Est.  1960) 

1009  Tryon  St.  Phone  882-0021 
Walter  T.  Smoot,  Owner. 
Wholesale  Living  Room  Furniture. 

SUN-LINE  (1)  (Est.  1955) 

615  Greensboro  Rd.  Phone  882-2812 
Ben  Bornstein,  Owner. 

Upholstered  Juvenile  Chairs  and  Rockers,  Upholstered 

Toy  Chests.  Juvenile  Dinette  Sets  and  Recliners. 

*SWAIM  MANUFACTURING  CO.  (1)  (Est.  1955) 

Wise  and  Mangum  Phone  883-1771 

Glenn  E.  Swaim,  President-Treasurer;  John  R.  Miller, 
Secretary 

Sofas,  Chairs,  Love  Seats,  Sectionals  and  Multi-Section- 
als. Wholesale. 

*TAR  HEEL  UPHOLSTERY  CO.  (1)  (Est.  1946) 

200  Linden  St.  Phone  888-5680 

Thomas  S.  Bouldin,  President;  William  C.  Bouldin/  Vice 
President;  John  W.  Bouldin,  Secretary. 

Sofas,  Sofabeds,  Rockers,  Love  Seats,  and  Lawson 
Sofas. 
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THAYER  COGGIN,  INC.  (1) 

800  W.  Burton  Ext.  Phone  888-4516 

J.  Thayer  Coggin,  President,  Mrs.  Sally  W.  Coggin,  Vice 

President;  J.  Clarence  -  Coggin,  Secretary-Treasurer. 
Manufacturers  of  Living   Room  Furniture. 

*THOMAS  FURNITURE  COMPANY  (1)  (Est.  1946) 

420  Manning  St.  Phone  888-5923 

Fred  A.  Thomas,  Jr.,  President;  F.  M.  Thomas,  Vice 
President;  Henry  A.  Betts,  Secretary-Treasurer. 

Manufacturers  of  Plastic  and  Leather  Office  Furniture. 

*TOMLINSON  OF  HIGH  POINT,  INC.  (4)  (Est.  1900) 
305  W.  High  St.  Phone  888-4521 

W.  A.  Tomlinson,  President;  Sidney  H.  Tomlinson,  Jr., 
Vice  President;  A.  W.  Dunbar,  Vice  President,  P.  J. 
Neal,  Secretary-Treasurer. 

Products:  Manufacturers  of  Living  Room,  Dining  Room, 
Bedroom,   Institutional   and  Occasional  Furniture. 

Year-round  Exhibits:  Tomlinson  Exhibition  Building,  305 
W.  High  St.,  High  Point,  N.  C;  166  Merchandise 
Mart,  C.  A.  Rombach,  Vice  President.  Phone:  White- 
hall 4-7884,  Chicago,  Illinois. 

New  York  City:  Russell  E.  Peachey,  211  E.  35th  Street. 
Phone:  Lexington  2-9454;  Joseph  J.  Alexander,  78 
Brower  Avenue.  Phone:  Franklin  4-5226,  Woodmere, 
New  York. 

★TRADITIONAL  FURNITURE 

SHOPS,  INC.  (1)  (Est.  1944) 

515  Manning  St.  Phone  888-9076 

J.  D.  Martin,  President;  Tony  Libertore,  Vice  President; 

H.  R.  Martin,  Secretary;  Leroy  B.  Miller,  Manager. 
Upholstered  Living  Room  Furniture. 

TRIANGLE  UPHOLSTERY  COMPANY  (1) 

719  S.  Hamilton  St.  Phone  888-4263 

E.  P.  Auman,  President. 

Living  Room  Furniture,  Sofa  Beds,  and  Swivel  Rockers. 

UTILITY  CRAFT  (1) 

Rt.  1,  Box  484  Phones  889-8372  889-8872 

Allen  R.  Seifert,  President;  Orpha  N.  Seifert,  Secretary- 
Treasurer. 

Items  for  the  Home,  and  Special  Finishing  Items  of 
Furniture  in  Any  or  All  Woods,  Unusual  Accessories. 
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*WALKER  FURNITURE  CO.,  INC.  (1)  (Est.  1940) 

307  W.  Green  St.  Phone  888-9070 

W.  W.  Walker,  President-Treasurer;  J.  H.  Walker,  Jr., 
Vice  President;  AAadelina  J.  Walker,  Secretary. 

Upholstered  Furniture,  Living  Room  Suites,  Sofa  Beds, 
Studio  Couches,  Colonial  Rockers  and  Chairs. 

YOKELEY  FURNITURE  CO.  (1)  (Est.  1948) 

3015  N.  Main  St.  Phone  889-6067 

Paul  M.  Yokeley,  Owner. 
Reupholstering  and  Custom  Made  Furniture. 

★YOUNGS,  INC.  (1)  (Est.  1945) 

P.  O.  Box  1529,  Kivett  Dr.  Phone  888-5910 

James  M.  Young,  President;  William  E.  Young,  Secre- 
tary-Treasurer. 

Living  Room  Furniture. 

ABRASIVE  AND  ADHESIVE  PRODUCTS 


ARMOUR  &  CO.  (1) 

235  S.  Hamilton  St.  Phone  888-6932 

Harold  D.  McKee,  Representative. 

Glue  (Hide,  Bone,  Resin,  and  Liquid),  Curled  Hair,  Hair 
Pads,  interlaced  Hair. 

★BEHR-MANNING  (1)  (Est.  1872) 

301  W.  Greerw  St.  Phones  888-5067  888-5068 

Wilber  Jones,  Regional  Sales  Manager;  J.  Kenneth 
Stephens,  Industrial  Sales  Manager;  R.  Ben  Moore, 
General  Trades  Divisional  Manager;  R.  P.  Russell,  Tape 
Divisional  Manager;  John  R.  Davis,  Jr.,  Branch  Man- 
ager. 

Coated  Abrasives  (Sandpaper),  Grinding  Wheels,  Stones, 
Adhesives,  Seaiers,  and  Pressure-"Sensitive  Tapes. 

CLIPPER  SUPPLY  COMPANY  (1)  (Est.  1947) 

2410-12  English  Street  Phone  883-1663 

Lewis  G.  Goldstein,  Owner. 
Clipper  Abrasives  and  Industrial  Supplies. 

PETER  COOPER  CORPORATIONS  (1)  (Est.  1827) 

419  S.  Hamilton  St.  Phone  882-6210 

W.  W.  tfaslett,  Southern  Repr.,  c/o  High  Point  Bonded 
Warehouse. 

J.  A.  Read,  President;  W.  J.  Gunnell,  III,  Vice  President; 

J.  L.  Read,  Treasurer.  . 
Manufacturer  Animal    Dry   Glue,   Animal    Liquid  Glue, 

Non-warp,  Flexible  Dri-tacks,  Polyvinyl  resins. 
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MID-WEST  ABRASIVE  COMPANY  (1)  (Est.  1929) 

1938  W.  Green  St.  Phone  888-5091 

A.  C.  Reppenhagen,  President;  Judd  Seavy,  District 
Manager. 

Sandpaper,  Grinding  Wheels,  Honing  Stones,  Sharpen- 
ing Stones. 

MILLIGAN  AND  HIGGINS  (1)  (Est.  1868) 

801  S.  Hamilton  St., 

Granville  Bonded  Warehouse  Phone  882-0151 

Henry  E.  Tyler,  President;  C.  N.  McCain,  Vice  President. 
Glue,  Technical  Gelatin,  Food  Gelatin. 

★MINNESOTA  MINING  AND  MFG.  COMPANY  (1) 

(Est.  in  High  Point,  1924) 
2401  Brevard  St.  Phone  883-1496 

W.  E.  King,  Branch  Office  Manager;  J.  W.  Deyo,  Abras- 
ive Divisional  Sales  Manager. 

Coated  Abrasives,  Pressure-Sensitive  Tapes,  and  Indus- 
trial Adhesives  and  Coatings  >and  Fluorochemicals. 

*PERKINS  GLUE  COMPANY  (1)  (Est.  1900) 

1717  Ward  St.  Phone  882-8124 

Home  Office,  Lansdale,  Pa. 

J.  C.  Epting,  Plant  Mgr.;  Edna  T.  Angley  (Mrs.),  Secre- 
tary. 

Resin,  Casein  and  Vegetable  Glue,  Wood  Fillers,  Veneer 
Sizes,  Perkins  Corox  &  Liquid  Ready-for-use  Wood 
Glues. 

SOUTHERN  ABRASIVES,  INC.  (1) 

613  E.  Green  Street  Phone  888-7114 

Paul   Brunschwig,   President;   H.   Martin   Gordon,  Vice 

President  &  Secretary. 
Coated   Abrasives,    Industrial   Adhesives,   Sanding  Ma- 
chines. 

WOODWORKERS  SUPPLY  CO.  (1)  (Est.  1941) 

1941  English  St.  Phones  883-1469  883-1460 

A.  G.  Whitener,  President-Treasurer;  Orin  S.  Whitener, 
Vice  President;  J.  O.  Bowman,  Secretary;  Margaret 
H.  Oldham,  Assistant  Secretary. 

120  Lines  Materials  and  Production  Supplies  for  Furni- 
ture Manufacturers.  Armour  Sandpapers,,  Cummings 
Dowels,  English  Wood  Screws,  Glufil-WaSnut  Shell 
Flour,  Williams  Sun  Ray  Steel  Wool, 
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BEDDING -BOX  SPRINGS  -  MATTRESSES 
PILLOWS  -  SPREADS  -  RUGS 


ARCHDALE  MATTRESS  COMPANY  (1)  (Est.  1953) 

Archdale,  N.  C.  Phone  885-5640 

V.  M.  Kimrey,  Owner  and  President. 
New  and  Re-built  Mattresses. 

*THE  ENGLANDER  COMPANY,  INC.  (2)  (Est.  1895) 
309  E.  Commerce  St.  Phones  888-5002  888-5003 

I.  M.  Pink,  President;  C.  A.  Pink,  Vice  President  and 
Secretary;  C.  Grosberg,  Vice  President;  Charles  Lap- 
pen,!  Vice  President;  A.  B.  Staebler,  Vice  President; 
Raphael  J.  Musicus,  Treasurer;  J.  P.  Ehret,  Local  Man- 
ager. 

Mattresses,  Box  Springs,  Bed  Springs,  Foldaway  Cots, 
Duo-Divans,  Juvenile  Mattresses,  Hospital  Beds  and 
Accessories,  Airfoam  Mattresses,  and  Red  Line  Foun- 
dations, Bed  N'Sofa,  Sofa  Beds,  Hotel  Convertible 
Beds. 

CARVINGS  -  WOOD  TURNINGS 


*CARRICK  TURNING  WORKS,  INC.  (1)  (Est.  1938) 
812  Millis  St.  Phone  883-1765 

J.  R.  Carrick,  President  and  Treasurer;  F.  R.  Carrick, 
Vice  President. 

Manufacturers  of  Quality  Wood  Turnings. 

CLARK'S  ART  WOODCARVING  CO.  (1)  (Est.  1943) 

1411  Tryon  St.  Phone  888-6910 

James  Lee  Shepard,  Owner. 
Machine  Carving  and  Spindle  Carving. 

CROUCH  MANUFACTURING  CO.  (1)  (Est.  1944) 

Box  44,  Jamestown,  N.  C.  Phone  882-4223 

E.  H.  Crouch,  Owner.  Robert  H.  Crouch,  Manager. 

Wood  Turning  and  Dimension  Stock  for  Furniture  Trade 
of  all  Kinds. 

GILES  AND  SAMUEL 

TURNING  CO.,  INC.  (1)  (Est.  1946) 

Giles  St.,  P.  O.  Box  1815  Phone  882-8413 

E.  Roy  Samuel,  President;  W.  M.  Giles,  Vice  President- 
Rosebud  C.  Samuel,  Secretary-Treasurer. 

Wood  Turnings  of  all  Kinds  for  Furniture  Manufactur- 
ing  Industry  (Automatic  Lathes  and  Nash  Sanding). 
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McCANLESS  FURNITURE  CARVING  (1)  (Est.  1945) 

Cook  St.  at  C.C.  Camp  Road.  Phone  886-2202 

L.  W.  McCanless,  Owner. 

Wood  Carvings  and  Automatic  Lathes  Wood  Turnings. 
Sub  Contract  Work  for  Furniture  Manufacturers. 


NORTHWOOD  TURNING  COMPANY  (1)  (Est.  1960) 

Plant:  Cook  Street  at  Highway  68      Phones  882-4202 

or  886-2202 

Mailing  Address:  1215  Fifth  Street,  High  Point,  N.  C. 

Wm.  C.  Gordon  &  L.  W.  McCanless,  Co-Owners. 

Manufacturer  of  Wood  Turnings  for  Furniture  Manu- 
facturers. 

*PENNY  TURNING  &  FINISHING  CO.  (1)  (Est.  1956) 
Courtesy  Rd. 

(Old  Carolina  Veneer  Building)        Phone  888-4641 

Brandon  B.  York,  President-Treasurer;  Josephine  York, 
Secretary. 

Finished  wood  turnings. 

QUALITY  WOOD  TURNING  CO.  (1)  (Est.  1957) 

3208  Thomasvill 
882-0526  High  Point 
C.  P.  Allen,  Mrs.  Linville  Rothrock,  Partners. 

Manufacturers  of  Wood  Turnings  and  Carvings,  Spin- 
nell  Carvin,  Multiple,  Provincial  and  Queen  Anne 
Wood  Turnings. 

QUEEN  CARVING  INC.  (1)  (Est.  1950) 

Holly  St.  Phone  882-3627 

Roy  R.  Phillips,  President;  James  M.  Hayworth,  Vice 
President;  Pearlie  P.  Samson,  Secretary;  Roy  R.  Phil- 
lips, Treasurer. 

Exposed  and  covered  frames  for  upholstery  trade. 

UNITED  WOODCARVING  CO.  (1)  (Est.  1954) 

W.  Homestead  &  Idol  Sts.  Phone  882-2129 

Douglas  Lee  Hinkle,  Owner. 
Manufacturers  of  Wood  Turnings. 
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FELTS  AND  PADS 
FOR  FURNITURE  INDUSTRY 


^CAROLINA  COTTON  BATTING  CO.,  INC.  (1) 

(Est.  1931) 

1108  Tate  Street  Phone  888-4981 

John  A.  Holmes,  President;  Mrs.  L.  Fallie  Holmes,  Vice 

President;  Sarah  M.   Holmes,  Secretary-Treasurer. 
Cotton  Batting  For  the  Upholstered  Trade— Mfg. 

CAROLINA  FARNSWORTH,  INC.  (1)  (Est.  1955) 

625  Ward  St.  Phone  888-6422 

N.  C.  Weisbecker,  President;  J.  W.  Slate,  Vice  President; 
Wm.  Feinberg,  Secretary;  L.  A.  Marsden,  Treasurer. 

Latexed  and  plain  sisal  pads  used  in  Furniture  &  Bed- 
ding Industries. 

HENDRIX  BATTING  CO.  (1)  (Est.  1960) 

305  S.  Hamilton  St.  Phone  882-0527 

T.  R.  Hendrix  Sr.,  President;  T.  R.  Hendrix,  Jr.,  Vice 
President;  Mrs.  T.  R.  Hendrix,  Sr.,  Secretary,  T.  R. 
Hendrix,  Sr.,  Treasurer. 

Cotton  Felt. 

HIGH  POINT  COTTON  BATTING  CO.  (1)  (Est.  1927) 
706  Mangum  Ave.  Phone  883-1024 

Emmett  V.  Stone,  President;  Mrs.  B.  J.  Dunn,  Vice  Pres- 
ident; Edwin  Simpson,  Secretary-Treasurer. 

Cotton  Batting  and  Celacloud  (a  Synthetic). 


FINISHES  FOR 
FURNITURE  MANUFACTURERS  - 
PAINTS,  VARNISHES,  LACQUERS,  STAINS, 
ENAMELS,  UNDERCOATS,  AND  REDUCERS 

BLACK'S  ANTIQUE  SHOP  (1) 

High  Point-Greensboro  Rd.  Phone  882-2200 

J.  E.  Black,  President;  Mrs.  Betty  Black  Carroll,  Secre- 
tary. 

Rug    &    Upholstery    shampoo,    Jewelry    Cleaner,  Self 
Polishing  Floor  Wax,  Black's  Cleaner  and  Wax 

BRANDON  FURNITURE  CO.  (1)  (Est.  1947) 

Courtesy  Rd.  Phone  888-4641 

Brandon  B.  York,  Proprietor. 
Finishers  for  Upholsters  and  Television  Trade. 
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and  WHO  makes  If 


★grand  rapids  varnish  corp.  (1) 

Brevard  St.  Phone  883-1257 

Howard  C.  Lawrence,  President;  Joseph  A.  Hager,  Vice 

President  and  Director  of  Sales;  E.  C.  Bryant,  General 

Manager. 
Finishes  for  Furniture. 

★THE  LILLY  COMPANY  (2)  (Est.  1935) 

1717  English  Street  Phone  888-4558 

W.  R.  Campbell,  President  &  Treasurer;  R.  I  .Quigley, 
Vice  President;  (Miss)  Laura  M.  Young,  Secretary; 
(Miss)  Jewell  C.  Everhart,  Asst.  Treasurer. 

Furniture  Finishes. 

★MARIETTA  PAINT  &  COLOR  CO. 

Division  of  American  Marietta  Co.  (3)       (Est.  1913) 
1647  English  St.  Phone  882-6825 

C.  S.  Beaver,  Vice  President,  General  Manager;  W.  R. 
McKenzie,  Secretary;  R.  W.  Beaver,  Assistant  General 
Manager. 

Paints,  Varnishes,  Enamels,  Lacquers,  Fillers  and  Stains. 
All  Types  of  Wood  and  Metal  Finishes. 

★OLD  MASTER  STAIN  COMPANY  (1)  (Est.  1946) 

Orient  St.,  off  Prospect  Phone  888-7929 

V.  M.  Hilton,  President;  V.  Melvin  Hilton,  Vice  Presi- 
dent; Mrs.  Betty  H.  Briles,  Secretary-Treasurer. 

Lacquers,  Sealers,  Stains  of  All  Kinds,  Fillers,  Enamels, 
Thinners,  Shellac,  Floor  Sealers,  Floor  Lacquers  and 
Aluminum  Paint.  Manufacturers. 

★RELIANCE  VARNISH  COMPANY 

OF  NORTH  CAROLINA,  INC.  (2)  (Est.  1920) 

1525  Prospect  Street  Phone  882-4117 

Hoyt  Bray,  President;  Howard  Maipass,  Vice  President; 

Joe    Moore,   Secretary;   Guy    R.   Thomas,  Treasurer; 

(Purchasing  Agent— David  J.  Elder);  (Office  Manager 

-J.  C.  Collett,  Jr.) 
Paints,    Varnishes,    Lacquers,    Sealers,    Stains,  Fillers, 

Thinners,  Undercoats,  Enamels  and  Kindred  Products. 

FOAM  RUBBER  PRODUCTS 


E.  R.  CARPENTER  CO.  INC.  (1)  (Est  1952) 

1115  Clinton  St.  Phone  882-0194 

Keith  D.  Clark,  Manager. 
Distributors  Polyurethane  Foam. 

Manufactured  by  E.  R.  Carpenter  Co.,  Richmond,  Va. 
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WHAT'S  made  in   HIGH  POINT 


CAROLINA  FOAM  &  PAPER  CO.  (1) 

304  W.  Russell  St.  Phones  882-9928,  882-4416 

President,  T.  B.  McCormick. 

Foam  Fabricators  and  Wholesale  Paper  Products. 

*HIGH  POINT  FABRICATORS,  INC.  (1)  (Est.  1949) 
1104  Ward  St  .  Phone  888-6418 

C.  H.  Young,  President;  Beulah  Lee  Anderson,  Secretary. 
Distributors  and  Fabricators  of  Foam  Rubber  Products 

(Firestone). 

*HIGH  POINT  DIVISION  OF 

WOOD  CONVERSION  CO.  (1)  (Est.  1953,  Local) 

1567  Prospect  St.  Phones  888-6408  888-6788 

D.  E.  Dahle,  Genera!  Manager;  Glenn  Hinds,  Manager. 
TuflFlex,    Tufflex    Fabrics,    Plympic    Polyurethane  Foam, 

Swift  zippers,  Colovin  Vinyls,  Delvaflex  Rubberized 
Hair,  Nu-Wood  and  Balsam  Wool  Insulation  mater- 
ials, complete  Die-cutting  service. 

*MARSH-ARMFIELDf  INC.  (1)  (Est.  1946) 

651  Ward  St.  Phone  882-4175 

George  W.  Armfleld,  President;  Mrs.  J.  A.  Marsh,  Jr., 
Vice  President;  J.  A.  Marsh,  Jr.,  Secretary-Treasurer. 

Distributors,  Fabricators  for  U.  S.  Rubber  Company, 
KOYLON  Foam  and  General  Tire  and  Rubber  Com- 
pany's Polyfoam. 

OLIVER  FOAM  RUBBER,  INC.  (1)  (Est.  1953) 

2410  English  St.  Phones  888-6957  888-4944 

A.  A.  Oliver,  President;  Alfred  Oliver,  Vice  President; 
J.  W.  Westmoreland,  Secretary-Treasurer. 

Foam   Rubber  Fabricators. 

★SOUTHEASTERN  FOAM  RUBBER  CO.  (1)  (Est.  1952) 
409  Progress  St.  Phones  883-1087  882-6881 

J.  R.  Rhodenhiser,  President;  Pat  McDaniel,  Vice  Presi- 
dent. 

Sofa  and  Chair  Cushions,  Bed  Pillows,  Throw  Pillows 

and  Mattresses. 
Southeastern  Representatives  Hewitt-Robbins,  Inc. 

U.  S.  RUBBER  COMPANY  (1) 

409  Progress  Street 
Factory  Representative: 

Herbert  Voelkert  Phone  886-8504 

Representatives    for    North    Carolina,    South  Carolina, 

Eastern  Tenessee  and  Southern  Virginia. 
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and  WHO  makes  It 


FRAMES 

FOR  UPHOLSTERY  -  MIRROR  SUPPORTS 
FURNITURE  MANUFACTURERS 


A  MANUFACTURING  CO.  (1)  (Est.  1958) 

222  Liberty  Road  Phone  882-1827 

A.  V.  Spaugh,  A.  F.  Spaugh,  partners. 
Upholstery  Frames  for  the  Furniture  Manufacturer. 

ADVANCE  FRAME  CO.  (1) 

R.  F.  D.  1  Phone  889-8022 

C.  W.  Pilson  and  Alfred  Cook,  Owners. 
Chair  Frames. 

AUMAN  MANUFACTURING  CO.  (1)  (Est.  1941) 

527  S.  Hamilton  St.  Phone  882-4314 

F.  R.  and  D.  W.  Auman,  Partners. 
Upholstered  Furniture  Frames  and  Kindred  Lines. 

*B  &  W  FRAME  WORKS  (1) 

1307  Prospect  St.  Phone  885-3141 

R.  N.  Williard,  Owner. 
Living  Room  Frames  and  Odd  Chairs. 

*CURT  MFG.  CO.,  INC.  (1)  (Est.  1953) 

101 -A  Westchester  Dr.  Phone  888-7293 

Curtis  W.  Wood,  President;  A.  M.  Ijames,  Vice  Presi- 
dent; Mrs.  C.  W.  Wood,  Secretary;  M.  F.  Workman, 
Treasurer. 

Frames  for  Upholstered  Furniture  for  Living  Room. 

*GARRETT  MIRROR  SUPPORT  CO.  (2)  (Est.  1948) 

P.  O.  Box  1875  Phone  888-7230 

Blake  C.  Clark,  President;  Lunsford  Richardson,  Vice 
President;  Huger  S.  King,  Secretary;  Blake  C.  Clark, 
Treasurer. 

Mirror  Supports  and  Accessories  for  All  Type  Mirrors. 

*GLENOLA  FRAME  WORKS,  INC.  (1)  (Est.  1950) 

P.  O.  Box  1262,  New  Street  Phone  889-1226 

Mattie  N.  (Mrs.  Numa  E.  Ridge)  Ridge,  President-Treas- 
urer; Dorothy  S.  Smith  and  Esther  R.  Hale,  Vice  Pres- 
idents; Clarence  E.  Hale,  Secretary. 

Frames  for  Upholstering  Manufacturers. 
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WHAT'S  made  in   HIGH  POINT 


HENDERSON  &  MOONEY  MFG.  CO.,  INC.  (1) 

1924  Kivett  Dr.  Phone  888-7021 

H.  M.   Stephens,   President;  W.   H.   Henderson,  Secre- 
tary-Treasurer. 

Frames  for  Sofa  Beds,  Chairs  and  Living  Room  Furni- 
ture. 


*HIGH  MANUFACTURING  CO.  (1)  (Est.  1946) 

2600  English  St.  Phone  888-6971 

Richard  R.  Johnson,  President;  Jesse  S.  Stone,  Secretary; 
Richard  R.  Johnson,  Treasurer. 

Frames  (Living  Room  and  Chair  Frames). 


JAP  MANUFACTURING  CO.  (1)  (Est.  1956) 

118  Maliory  St.  Phone  888-6040 
E.  L.  Shaw,  Owner. 
Furniture  Frames. 


KEE  MANUFACTURING  COMPANY  (1) 

Potts  St.,  Near  Railroad  Phone  888-4654 

John  B.  Burton,  Owner. 
Frames  for  Upholstered  Furniture. 


M.  AND  J.  FRAME  WORKS  (1) 

3416  Kivett  Dr.  Phone  882-8790 

Lloyd  A.  Misenheimer,  Owner. 
Furniture  Frames. 


MADISON  FRAME  &  UPHOLSTERING 

CO.  INC.  (1)  (Est.  1956) 

100  Englewood  Drive  Phone  882-4626 

James  Madison  Allen,  President;  Howard  Hemric,  Vice 

President;  Fiorine  Allen,  Secretary-Treasurer. 
Manufacturers  of  High  Quality  Reclining  Chair  Frames, 

Base  Rocker  Frames,  Sofa  and  Pullaway  Bed  Frames, 

Spot  and  Occasional  Chair  Frames,  and  Upholstery 

Recliners.  Wholesale. 


*NU  PRODUCTS,  INC.  (1)  (Est.  1954) 

507  E.  Russell  Phone  888-6430 

Stanley  Taylor,  President;  Lloyd  Eisenberg,  Vice  Presi- 
dent;. L.  E.  York,  Secretary-Treasurer. 

Metal  Furniture  Frames  —  Chairs,  Tables,  and  Other 
Frames.  Made  to  Your  Design  and  Finished  in  Any 
Color. 


-26- 


and  WHO  makes  It 


PHILLIPS  FRAME  WORKS  (1) 

Highway  68 
Charles  T.  Phillips,  Owner. 
Furniture  Frames. 


Phone  885-3818 


RALPH'S  FRAME  WORKS,  INC.  (1)  (Est.  1958) 

503  W.  High  St.  Phone  882-3416 

Ralph  T.  Rice,  President;  Eunice  W.  Rice,  Vice  President; 
Aaron  F.  Rice,  Secretary;  Ralph  T.  Rice,  Treasurer. 

Furniture  Frames. 

RICHARDSON  FURNITURE  CO.  (1)  (Est.  1945) 

Trinity,  N.  C.  Phone  885-3198 

J.  R.  and  Mary  R.  Richardson,  Partnership. 
Manufacturers  Frames  for  Upholstered  Furniture. 

THADEN  MOLDING  CORP.  (1)  (Est.  1956) 

803  Ward  St.  Phone  882-8225 

M.  Samet,  President;  Dr.  B.  Gutterman;  Vice  President; 
H.  M.  Gutterman,  Secretary-Treasurer. 

Shells,  Chairs,  Plastic  Moulded  Upholstered,  Plastic 
Molded.  Fibre  Glass  Canoes. 

WHITE  FRAMES,  INC.  (1)  (Est.  1945) 

225  Fairfield  Rd.  Phone  882-6395 

P.  E.  White,  President;  Roy  E.  White,  Secretary-Treas- 
urer. 

Frames  for  the  Upholstering  Industry 

WRIGHT  FRAME  WORKS  (1) 

Highway  U.  S.  29,  N.  C.  10  Phone  888-7981 

Y.  R.  Wright  and  J.  P.  Wright,  Partners. 
Furniture  Frames,  Dowell  Pins. 


FURNITURE  HARDWARE  AND  TRIM 


*BEESON  HARDWARE  CO.  (1)  (Est.  1883) 

214-16  N.  Main  St.  Phones  888-4551  888-4552 

Office,  888-5470 

J.  B.  Reitzel,  President-Treasurer;  W.  J.  Frazier,  Vice 
President-Purchasing  Agent;  J.  Gurney  Briggs,  Sec- 
retary. 

Furniture   Hardware,  Mill  Supplies  and  General  Hard- 
ware, Miil  Work,  Lumber,  Building  Materials. 
Building  Materials  Division  (1) 

309  E.  Broad  St.  Phone:  Warehouse  888-7244 

Framing,  Sheathing,  Sjding,  Flooring,  Mouldings,  Insu- 
lating   Board,    Plywood,    Sheet    Rock,    Knotty  Pine 
(Continued  on  Next.  Page) 
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WHAT'S   made  in   HIGH  POINT 


Paneling,  Plastering  Materials,  Millwork  and  Cabinets, 
Builders  Hardware,  Brick,  Cement,  Mortar  Mix,  Lime, 
Paints,  Asphalt  Roofing,  Built  Up  Roofing,  Rock  Wool 
Insulation,  Terra  Cotta  Products,  Field  and  Garden 
Fencing. 

*JAMES  F.  BLACK  CO.,  INC. 

(FORMERLY  CUSTOM  HARDWARE)  (1)  (Est.  1956) 

1706  Cloverdale  Phone  882-1119 

James  F.  Black,  President  &  Treasurer;  Horace  Black, 
Vice  President. 

Furniture  Trim,  Drawer  Pulls,  Knobs  Design  and  Die- 
casting. 

CHAUTAUQUA  HARDWARE  CORPORATION  (1) 

334  S.  Wrenn  Street 

Allan  F.  Jones,  President;  George  P.  Eddy,  Vice  Presi- 
dent; Leonard  A.  Magnuson,  Secretary;  David  W. 
Twichell,  Treasurer. 

Furniture  Hardware. 

FAULTLESS  CASTER  CORPORATION  (1)  (Est.  1960) 

N.  C.  National  Bank  Building.  604  Phone  882-8512 
Evansville,  Indiana. 

Clarence  B.  Noetting,  President;  C.  Bernard  Noetting, 
Vice  President;  W.  W.  Noetting,  Secretary;  Robt. 
Burris,  Treasurer. 

John  H.  Davis,  Representative;  John  Christensen,  Repre- 
sentative. 

Casters,  Wheel,  Furniture  Trim. 

*HIGH  POINT  HARDWARE  CO.,  INC.  (1)  (Est.  1895) 
239  S.  Main  St.  Phones  882-3327  888-4350 

J.  Alson  Gray,  President;  Paul  R.  Spencer,  Vice  Presi- 
dent; Joe  H.  Gray,  Treasurer;  Mrs.  R.  J.  Gray,  Secre- 
tary-Assistant Treasurer. 

(Wholesale  and  Retail  Hardware  Store.) 

Furniture  Hardware,  Mill  Supplies  and  General  Hard- 
ware. 

★NATIONAL  LOCK  COMPANY  (1) 

926  W.  Green  St.  Phone  882-8612 

A.  J.  Standquist,  President;  Mark  A.  Sommer,  Vice 
President-Treasurer;  H.  A.  Johnson,  Secretary;  Robert 
X.  Anderson,  Branch  Manager. 
Rockford  Line  of  Hardware,  Hinges,  Cabinet  Hardware, 
Refrigerator  Hardware,  Lock,  Screws  and  Bolts.  Plas- 
tic Products,  Furniture  Trim. 
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*RAGAN-CARMICHAEL,  INC.  (1)  (Est.  1956) 

1313  Lincoln  Drive  Phone  882-6889 

Herbert  T.  Ragan,  President;  Odell  G.  Carmichael,  Vice 
President-Secretary;  Elizabeth   H.  Ragan,  Treasurer. 

Distributors  of  Furniture  Hardware. 

SOUTHLAND  IMPORTING  AND 

EXPORTING  CO.  (1)  (Est.  1948) 

304  N.  Main  St.  Phone  882-6016 

Warehouse  100  Perry  St. 
W.  J.  Pappas,  Owner. 

Manufacturers'  Representative  for  Import  and  Export, 
Coir  Living  Curls,  Resilient  Rubber  Webbing,  Plastic 
Coated  Spiral  Spring,  Brass  and  Other  Metal  Trim- 
mings, Upholstery  Nails,  Furniture  Hardware.  Distri- 
butor. 

WILSON  SALES-J.  CLYDE  COX  (1)  (Est.  1957) 

P.  O.  Box  1106 
Office  and  Warehouse 

227  E.  Commerce  St.  Phone  Office  888-4658 

J.  Clyde  Cox,  Owner  and  Manager. 

Products  Sold:  Cabinet  Hardware,  Wooden  Dowels, 
Upholstery  Tacks  and  Nails,  Screws,  Threaded  Fast- 
eners, Glues,  Ferrules,  Wiping   Materials,  Leather. 


LUMBER,  VENEERS,  PLYWOOD 
AND  BUILDING  MATERIAL  - 
WHOLESALE  AND  DISTRIBUTION 


*E.  L.  GRIMSLEY  VENEERS  (1) 

110  Greenwood  Ave.  Phone  883-1041 

E.  L.  Grimsley,  Manager. 
Face  Veneers  and  Lumber. 

★ARMSTRONG  VENEER  &  LUMBER  CO.  (1) 

English  St.  Ext.  Phone  882-4817 

Roy  Armstrong,  J.   P.  Armstrong,   Pete  R.  Armstrong, 

and  Paul  Callaham,  Partnership. 
Veneer  Salesmen. 

BROWN-BLEDSOE  LUMBER  COMPANY  (1) 

(Greensboro,  N.  C,  Phone  BR  2-8151) 

Melvin  A.  Hayes,  Representative. 

640  Colonial  Dr.,  P.  O.  Box  222        Phone  882-6133 

Appalachian  and  Southern  Hardwoods;  Honduras,  Phil- 
ippine and  African  Mahogany;  Kiln  Dried  Dimension 
Stock. 
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S.  C.  CAUDELL  &  SON  (1) 

1807  N.  Main  Phone  888-6941 

Sam  Caudell,  Ross  Caudell  and  Lawrence  Metcalf,  Sales- 
men. 

Representing:  David  R.  Webb  Co.,  Edinburg,  Ind.  Face 
Veneer  Domestic  and  Foreign  Woods.  Georgia-Pacific 
Corp..  McKeever,  N.  Y.  Rotary  Cut  Birch. 


LLOYD  CRAMER-VENEERS  (1) 

1695  English  St. 
Lloyd  Cramer,  Owner. 
Veneers. 


Phone  882-3423 


★THE  DEAN  COMPANY  (1) 

2006  English  St.  Phone  882-3387 

J.  G.  Goldston,  Grady  Goldston,  Jr.,  W.  Elmer  James, 

C.  Austin  Baker,  Homer  L.  Smith,  Representatives. 
Foreign  and  Domestic  Veneers  and  Lumber  and  Particle 

Board. 

FRANK'S  LUMBER  SALES  (1)  (Est.  1949) 

Direct  Mill  Representative 

P.  O.  Box  1214,  1018  Montlieu  Ave.  Phone  883-1092 
Frank  X.  Schmidley. 

All  Species  of  Hardwood  Lumber,  Plywood,  and  Di- 
mension, Domestic  and  Imported.  Hardwood  Panel- 
ing, Laminated  Structural  Timbers,  West  Coast  Pro- 
ducts. 

★JAKE  FROELICH  VENEERS  (1) 

331  N.  Wrenn  St.  Phone  888-4254 

Manufacturers'  Agents,  representing:  Foreign  and  Do- 
mestic Veneers,  Inc.,  Louisville,  Ky.;  Central  Veneer 
Company,  Indianapolis,  Ind.;  Mitchell  Veneer  Cor- 
poration, Greensburg,  Ind.;  William  Mallison  &  Sons, 
Ltd.,  London,  Eng.;  Pacific  Wood  Products  Co.,  Los 
Angeles,  Calif. 
Face  Veneer— Foreign  and  Native  Woods. 

GEORGIA-PACIFIC  CORPN.  (1) 

505  Hayworth  Cir.  Phone  888-4089 

Royster  Thurman,  Asst.  Sales  Manager. 

Robert  Pomplin,  President. 
Portland,  Oregon 

Hardwood  Lumber,  Flooring,  Plywood  and  Porticle 
Board,  Appalachian  and  Southern  Hardwoods,  Cy- 
press and  Yellow  Pine,  West  Coast  Plywood  and 
Lumber,  Hard  Board,  Particle  Board  and  Bed  Rails. 


-30- 


and  WHO  makes  It 


PAUL  H.  GIBSON  LUMBER  CO.  (1) 

105  Oakwood  Ct.  Phone  882-8717 
Paul  H.  Gibson,  Salesman. 

Lumber,  Wholesale. 

*PAUL  W.  GODFREY,  Veneers  (1)  (Est.  1945) 

1409  W.  Green  Street  Phone  888-6716 

P.  O.  Box  607 

Paul  W.  Godfrey,  Salesman. 

Manufacturers'  Representative.  Foreign  and  Domestic 
Face  Veneers. 

★ROBERT  A.  GROSS  (Veneer)  (1)  (Est.  1955) 

106  Greensboro  Rd.  Phone  883-1677 
Veneer   and   Lumber   Sales.   Swords-Morton   Veneer  & 

Lumber  Co.,  Domestic  Veneers,  Etablissements  Mar- 
cel Miquet,  Foreign  Veneers,  Elliott  Hardwood  Co., 
Inc.,  Lumber  &  Veneers. 

HILL  BROS.  LUMBER,  INC.  (1)  (Est.  1947) 

213  Moore  Ave.  Phone  882-6024 

Mrs.  Clarence  E.  Hill,  President-Treasurer;  Hazel  M. 
Fleeman,  Vice  President. 

Wholesale  Lumber. 

*McEWEN  LUMBER  CO.  (1)  (Est.  1899) 

1601  English  St.  Phones  882-3315  882-3316 

P.  O.  Box  950 

Distributing  Warehouses:  High  Point  N.  C;  Richmond, 
Va.;  Tampa,  Fla. 

H.  H.  Smith,  President  and  General  Manager;  Mrs. 
Louise  M.  Smith,  1st  Vice  President;  W.  M.  McEwen, 
Treasurer  and  Chairman  of  Board;  C.  D.  Goldsmith, 
Secretary;  Robert  L.  Ward,  Assistant  Secretary  and 
Assistant  Treasurer;  A.  S.  Lyon,  Manager  in  High 
Point  Office  and  Buyer. 

All  Kinds  of  Domestic  and  Imported  Hardwoods.  Also 
Fir,  Plywood,  Insulating  Material  and  Masonite  Pro- 
ducts. All  West  Coast  Products. 

Our  Slogan  "Forest  Products  at  Wholesale". 

*JIMMY  MITCHELL,  INC.  (1)  (Est.  1951) 

701  Prospect  St.  Phone  888-5097 

G.  M.  Mitchell,  President  and  Treasurer;  Mrs.  Herschella 
Mitchell^  Vice  President;  Z.  P.  Long,  Secretary. 

yeneers.  Wholesale  Distributors. 
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J.  A.  MIZELL  (1)  (Est.  1930) 

1601  E.  Lexington  Ave.  Phone  883-1747 

J.  A.  Mizell,  Owner. 

Lumber,  Plywood  and  Veneers.  Imported  White  Birch 
Bed  Rails  and  Panels.  Wholesale  and  Commission. 

NEELY  VENEERS  (1) 

1827  N.  Main  Phone  882-6211 

E.  A.  Neely,  Jr.  and  Steve  G.  Neely,  Partners. 
Custom  Cutter  Fancy  Face  Veneers,  Lumber. 

PENROD  JURDEN  AND  CLARK  CO.  (1)  (Est.  1902) 

1613  N.  Main  St.  Phone  888-4620 

Ralph  S.  Snyder,  Manager. 
Veneers  and  Lumber. 

*ROBERTS  &  STRACK  VENEER  CO.,  INC.  (1) 

P.  O.  Box  744,  2322  English  St. 

Phone:  Office  888-7104  Residence  882-8440 

J.  C.  Roberts,  Representative. 

Face   Veneers,  Walnut,  Oak,  Mahogany  and  Fancy 
Woods  and  Lumber. 

*E.  A.  ROBINS  VENEER  CO.  (1)  (Est.  1946) 

1695  English  St.  Phone  883-1268 

Representing  Chester  B.  Stem,  Inc.  Face  Veneers  and 
Lumber. 

*RUTER  &  WALTERS  (1)  (Est.  1940) 

P.  O.  Box  1471,  1241  Montlieu  Ave.    Phone  883-1910 

Irby  B.  Ruter  and  James  B.  Walters,  Partners;  Norris 
Frazier,  Salesman. 

Veneers,  Lumber  and  Dimension. 

Representing:  Bemis  Hardwood  Lumber  Co.,  Hardwood 
Corporation  of  America;  E.  M.  Cummings  Veneers, 
The  Hoosier  Veneer  Co.,  Williams-Brownell,  Inc., 
Virginia  Veneer  Co.,  Veach-May-Wilson,  Inc. 

SALES  SOUTH,  INC.  (1) 

P.  O.  Box  5143,  3021  English  St.  Ext.  Phone  883-1032 
Bill  Taylor  and  Howard  Lowe. 

Representing:    Pierson-Hollowell    Co.,    Inc.,  Parkwood 

Laminates,  Inc. 
Veneers,  Lumber  and  Plastic  Laminates. 

E.  L.  SHAW  LUMBER  CO.  (1)  (Est.  1948) 

2424  E.  Lexington  Ave.  Phones  883-1995  888-6040 
Plant  at  512  S.  Hamilton  St. 

E.  L.  Shaw,  Owner. 

Furniture  Dimensions  (Squares)  and  Lumber. 
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★KENNETH  J.  SCHWABENTON  (1) 

337  N.  Wrenn  St.  Phone  888-4019 

Veneers. 

*SMITH  AND  GREENWOOD  (1)  (Est.  1939) 

1240  N.  Main  St,  Phone  888-4041 

Joe  H.  Smith. 
Veneer  and  Lumber. 
Manufacturers'  Representative. 

SWINNEY  PAYNE  LUMBER  CO.,  INC.  (1) 

913  Rotary  Dr.  Phone  883-1134 

Richmond,  Va.  Phone  Elgin  3-3759 

Carroll    E.    Swinney,    President-Treasurer;    Richard  L. 

Payne,  Vice  President;  Alyce  M.  Swinney,  Secretary. 
Wholesale  and  Distribution:  Lumber  of  All  Kinds  Truck 

and  Car  Lots. 

L.  C.  THAYER  LUMBER  CO.  (1)  (Est.  1935) 

P.  O.  Box  467,  High  Point  Phones  889-2334 

Plant  at  Trinity,  N.  C.  885-3518 

L.  C.  and  C.  G.  Thayer,  Owners. 

Wholesale  Lumber  Distributors.  Hard  Wood  and  Pine 
Lumber. 

*UNITED  STATES  PLYWOOD  CORP.  (1) 

Prospect  St.  at  Southern  Railway 

P.  O.  Drawer  1310  Phone  883-1451 

Charles  B.  Blackburn.  Branch  Manager. 

Manufacturers  and  Distributors  of  Plywood  and  Allied 
Products.  Serving  the  Building  Trades,  North  Carolina 
and  Southwestern  Virginia;  Executive  Office:  Weld- 
wood  Building,  55  West  44th  Street,  New  York  36, 
N.  Y. 

This  warehouse  is  one  of  114  Distribution  Warehouses 
scattered  over  the  United  States,  and  receives  part 
of  the  production  from  38  mills. 

WAGNER  VENEERS  (1)  (Est.  1935) 

503  Albertson  Road  Phone  882-6846 

L.  A.  Wagner,  L.  D.  Wagner,  Brownie  Wagner,  Partners. 
Veneer  Jobbers— Foreign  and  Domestic  Veneers. 

*MATT  WALL  AND  SON,  VENEERS  (1)          (Est.  1955) 

426  North  Wrenn  Street  Phone  883-1743 
Matt  Wall  and  John  Wall,  Owners. 
Face  Veneers. 
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*  WESTWOOD  LUMBER  COMPANY 

OF  HIGH  POINT  (1)  (Est.  1957) 

P.  O.  Box  1901,  515  S.  Hamilton  St.  Phone  882-2591 
W.  C.  Brown,  Jr.,  President-Treasurer;  Jennie  Louise  K. 

Brown,  Vice  President;  J.  T.  Avery,  Secretary. 
Douglas  Fir  and  Other  West  Coast  Species. 

ICHABOD  T.  WILLIAMS  &  SONS,  INC.  (1)       (Est.  1838) 
Main  Office  220  11th  Ave.,  New  York  1,  N.  Y. 
720  W.  Green  St.  Phone  883-1621 

Thomas  R.  Williams,  President;  I.  T.  Williams,  Secretary; 
C.  W.  Timpson,  Vice  President;  Enos  Throop,  Treas- 
urer at  New  York. 

Address:  Muriel  A.  Daugherty  and  Jimmy  Quinn,  Rep- 
resentatives at  High  Point. 

Mahogany,  Teak,  All  Foreign  Cabinet  Woods,  Lumber 
and  Veneer. 

★WILLIAMS  SALES  CO.,  INC.  (1) 

620  North  Main  Street  Phone  882-4111 

Phillip  Edwards,  President;  B.  B.  Kelly,  Vice  President; 

E.  M.   Hall,  Secretary-Treasurer. 
Pine  and  Hardwood  Lumbers.  Plywood. 

MIRRORS,  WINDOWS 
ART  AND  STRUCTURAL  GLASS 

★high  point  glass  & 

DECORATIVE*  CO.  (1)  (Est.  1906) 

624  Greensboro  Rd.  Phones  882-4519  882-9015 

882-8333 

A.  W.  Klemme,  Jr.,  President;  G.  G.  Klemme,  Secretary- 
Treasurer. 

Art  Stained  Glass  Memorial  Windows,  Leaded  Glass. 

★PITTSBURGH  PLATE  GLASS  COMPANY  (2) 

(Est.  High  Point  Branch  1904) 
101  S.  Hamilton  St.  Phone  882-3371 

H.  J.  Hertenstein,  Zone  Manager. 

Mirrors,  Plate  Glass,  Window  Glass  and  Art  Glass, 
Paint,  Varnish  and  Brushes,  Structural  Glass,  Pittco 
Extruded  Store  Front  Construction,  Glass  Block, 
Twindow  Double  Glazed  Units.  Foamglas  Insulation. 

STROUPE- MIRROR  COMPANY  (1) 

'123  Whittier  St.  Phone  882-6026 

Grady     V.     Stroupe,     President-Treasurer;     Robert'  E. 

Stroupe,  Vice  President. 
Mirrors.  Framed  and  Unframed. 
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SPRINGS  AND  UPHOLSTERY 
INSULATORS  FOR  FURNITURE 


BROOKLYN  SPRING  CORP.  WAREHOUSE  (1) 

1500  Trinity  Ave.  Phone  882-3814 

E.  Sloan,  Sales  Representative. 

Upholstery  Supplies  for  the  Furniture  and  Bedding 
Trade.  Manufacturers  of  Sinuous  Springs. 

★CAROLINA  SPRING  CORPORATION  (1)  (Est.  1936) 
101  W.  Point.  Ave.  Phones  882-4518  888-7200 

C.  C.  Edwards,  President;  C.  E.  Lambeth,  Vice  President; 
J.  Roger  Edwards,  General  Manager-Purchasing  Agent; 
C.  C.  Edwards,  Jr.,  Secretary-Treasurer. 

Manufacturer  of  Springs  and  Metal  Stampings  for  Fur- 
niture, Automotive  and  Bedding  Industries,  Jobbers 
of  Supplies  for  Furniture  and  Bedding  Industries. 

Exhibit:  101  W.  Point  Ave.,  High  Point,  N.  C. 

CROWN  FLEX  OF 

NORTH  CAROLINA  INC.  (1)  (Est.  1958) 

Phones  882-3415  882-4925 
W.  S.  Bencini,  President;  F.  D.  Hoffman,  Jr.,  Vice  Pres- 
ident; J.  I.  Groome,  Jr.,  Secretary-Treasurer.  ' 
Manufacture  Crownflex  Wire  Woven  Insulator  Pads  for 
Furniture    and    Bedding.    Distribute    Vibra-Lull  Vibra- 
tors, Massage  Motors. 

*FLEX-0-LATORS,  INC.  (1) 

1417  Progress  St.  Phone  882-3339 

John  G.  Piatt,  President;  Fred  E.  Piatt,  Vice  President; 
Thos.  W.  Piatt,  Secretary-Treasurer. 

Home  Office:  Carthage,  Mo. 

Lloyd  Tieman,  Sales  Representative;  Fred  E.  Piatt,  Plant 

Manager;  Paul  G.  "Pete"  Hoar,  Superintendent. 
Upholstery  Insulators,  Edge  Roll  Material. 

HICKORY  SPRINGS  MFG.  CO.,  INC.  (1) 

1415  Sherman.  Road  Phone  882-8100 

N.  Kelly  Bullard,  Representative,  also  representing  Ken- 
tucky Metal  Products  Co.,  Louisville,  Ky. 
Spring   and    Polyurethene    Foam    Mechanical  Hardware 
for  Furniture  Industry. 
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*HIGH  POINT  SPRING  CORP.  (2)  (Est.  1956) 

1500  Trinity  Phone  882-3814 
Norman  Slone,  President;  Dorothy  Slone,  Secretary;  L. 

Abner,  Sales  Manager. 

Manufacturers  of  Springs  for  the  Furniture,  Automotive 
and  Bedding  Industries;  Jobbers  of  Supplies  for  the 
Furniture  and  Bedding  Industry.  Selling  Agents  for 
Sinuous  Springs  (similar  to  no  sag)  for  Brooklyn 
Spring  Corp. 

*KAY  MANUFACTURING  CORP.  (2) 

730  Taylor  St.  Phone  882-2564 

George    Barbee,    Richard    Harris,    Frank    Kimball,  Sales 

Representatives;   Martin   Tuska,   Plant  Manager. 
Springs  for  Furniture  and  Bedding. 

*MARSPRING  CORPORATION  (2)  (Est.  1960) 

1501  South  Main  Street  Phone  882-6621 
Sidney   Klein,   President;   L.  W.  Thompson,  Vice  Presi- 
dent; Norton  B.  LeVine,  National  Sales  Manager;  H. 
Vennon   Hayes,  Sales  Manager. 

Marflex  Pre-Form  Cushion. 

★NATIONAL  SPRINGS  CORP.  (3)  (Est.  1946) 

Corner  E.  Green  and  Perry  Sts.  Phone  888-5063 

Paul  W.  Clapp,  Executive  Vice  President;  Earl  N.  Phil- 
lips, Board  Chairman  (inactive);  J.  Howard  Blair, 
President;  James  E.  Foscue,  Vice  President  (inactive); 
A.  B.  Henley,  Secretary-Treasurer(  inactive). 

Manufacturers  of  Spring  Units,  and  Constructions  for 
the  Furniture,  Bedding  and  Automotive  Industries. 

*NO-SAG  SPRING  COMPANY  (1) 

600  S.  Hamilton  St.  Phone  888-7162 

W.  S.  Hayes,  Sales  Engineer;  Charles  Perov,  Plant  Man- 
ager. 

No-Sag  Springs— For  the  Furniture,  Automotive,  Bed- 
ding and  Aviation  Industries. 

SUPER  SAGLESS  SPRING  CORP.  (1)  (Est.  1960) 

429  S.  Hamilton  Street  Phone  882-3614 

Alex  J.  Katz,  President;  Allan  Bank,  Vice  President; 
Lewis  Tubeck,  Plant  Manager. 

Manufacturers  of  Springs  and  Accessories  for  Uphol- 
stered Furniture. 


and  WHO  makes  It 


UPHOLSTERY  FABRIC,  DISTRIBUTORS, 
 SERVICE  AND  SPRINGS  

*ACME  SAMPLE  BOOK  COMPANY,  INC.  (1)  (Est.  1955) 
2327  English  St.  Phone  882-0155 

Fred    L.    Swartzberg,    President-Treasurer;    Barbara  T. 

Swartzberg,   Vice  President-Secretary. 

Manufacturers  of  Upholstery  and  Textile  Fabric  Samples 
of  all  Description. 

AMERICAN  LEATHER  MANUFACTURING  CO.  (1) 

1809  English  St.  Phone  888-9948 

Represented  by  Stanley  Weiss. 
Tanners  and  Finishers  of  Upholstery  Leather. 

★AMERICAN  SUPPLY  CO. 

OF  N.  C,  INC.  (1)  (Est.  1948) 

308  W.  Broad  St.  Phone  888-4591 

G.   D.  Smith,   President;  G.  S.  Smith,  Vice  President; 

G.  M.  Smith,  Secretary. 
Exclusive  Fabrics  for  the  Upholsterer  and  Decorator. 

J.  FRED  ANDREWS  (1)  (Est.  1932) 

1701  English  St.  Phone  882-1218 

Commission  Agent,  Jobber  and  Converter  Upholstery 
Fabrics  and  Other  Textiles. 

EAGLE-OTTAWA  AND 

BLANCHARD  BRO.  &  LANE  LEATHER  CO.  (1) 

Office  and  Show  Room: 

625  Ward  St.  Phone  882-4184 

Tanners  and  Finishers  of  Upholstery  Leathers. 
Marsden-Slate  Co.,  Southern  Sales  Representatives. 

★BURLINGTON  HOUSE  FABRICS  CO,  (1)        (Est.  1958) 
A  Division  of  Burlington  Industries 

154  Southern  Furn.  Exp.  Bldg.  Phone  882-4359 

Robt.  M.  Perry,  President;  Charles  A.  Crape,  Vice  Pres- 
ident; Gene  Lawler,  Representative. 
Upholstery— Mattress  Ticking. 

★CAROLYN  FABRICS,  INC.  (1)  (Est.  1932) 

1701  English  St.  Phones  882-1218  882-2221 

J.  Fred  Andrews,  President-Treasurer;  W.  J.  Spillers, 
Vice  President;  Carolyn  A.  Spillers,  Secretary. 

Wholesale:  Decorative  Upholstery  Fabrics,  Plastics,  etc. 
Other  Upholstery  Supplies,  Distributor  for  U.  S.  Rub- 
ber Elastic  Naugahyde  Upholstery.  Cut  Orders  Spe- 
cialty. 
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★COHN  HALL  MARX  CO.  (1) 

Division  of  United  Merchants  and  Manufacturers 

Box  5112,  1200  Greenway  Drive  (Local  Address) 
New  York  Office:  214  Madison  Ave.,  New  York  City. 
M.   H.  Deutsch,  Dept.  Manager;  D.  L.   Hirschorn,  Sales 

Manager;  Charles  H.  Simmons,  Local  Representative. 
Upholstery  Fabrics.  Phone  888-4602 

★COLLINS  &  AIKMAN  CORP. 

Space    153,   Southern    Furniture    Exposition  Buiiding, 
Wrenn  Street  Wing. 
Carl   O.   Hocke,  Representative. 
Manufacturers  of  Upholstery  Fabrics. 

★COVERT  TEXTILE  CO.,  INC.  (1)  (Est.  1948) 

Highway  #29  at  W.  Green  Ext.  Phone  888-6442 

J.  L.  Covert,  President  and  Treasurer;  Mrs.  George  Bar- 
bee,  Vice  President;  B.  W.  Covert,  Secretary. 

Representative  for:  Cleveland  Products,  Inc.;  Jordan 
Mills,   Inc.;  Athol   Mfg.   Co.;   Rockingham   Mills,  Inc. 

Jobber  for  Upholstery  Fabrics  and  Supplies  to  Repair 
Shops  and  Decorators. 

★DIXIE  SUPPLY  &  SALES  CO.,  INC.  (1)  (Est.  1951) 

1949  West  Green  Street  Phone  882-0159 

W.  R.  (Jack)  Barrier,  President-Treasurer;  Frances  H. 
Barrier,  Vice  President-Secretary. 

Upholstery  Fabrics,  Drapery  Fabrics  and  Upholstery 
Supplies.  Jobber. 

HOWARD  B.  EASTER  (1) 

Howard  B.  Easter  Phone  882-2263 

801  S.  Hamilton  Street— P.  O.  Box  252 
Represents:  Middletown  Mfg.  Co.— Metal  Fixtures;  Delta 
Precision  Products,  Inc.— Plastic  Legs,  Drawers  &  Dec- 
orations; RoTex  Rubber  Webbing. 

ELLENBORO  MILLS,  INC.  (1) 

1101    E.  Farriss  Phone  888-4240 

Ellenboro,  N.  C.  Phone  Globe  3-7322 

T.  A.  Roberts,  Vice  President  and  General  Manager, 
Ellenboro;  Bernie  Lasine,  Sales  Representative. 

Manufacturers  Friezes  and  Pile  Goods. 

★FABRIC  DISPLAYS,  INC.  (1)  (Est.  1957) 

Kivett  Drive  Phone  882-6801 

Manufacturer  of  Upholstery  Swatches. 
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CHAS.  S.  FIELDS  OF  N.  C,  INC. 

1949  W.  Green  St.  Phone  882-1297 

Kenneth  Frye,  Sales  Representative;  J.  S.  Murray,  Jr., 
Secretary. 

Manufacturers  of  Quality  Vinyl  Fabrics. 

*FIBRESALES  CORPORATION  (1)  (Est.  1955) 

P.  O.  Box  948,  1204  Lincoln  Dr.  Phone  882-1522 

Joseph  G.  McCloy,  Jr.,  President;  Alex  H.  Whitley,  Jr., 
Vice  President;  Frank  Holmes,  Secretary-Treasurer. 

Representing  Burkart  Mfg.  Co.,  Carolina  Bagging  Co., 
Ware  Cotton  Batting  Co.  Manufacturers  of  Sisal  Pads, 
Cotton  Batting,  Jute  Pad  Rug  Cushioning  and  Poly 
Foam.  Stewart  &  Sparry,  Inc.  Cambric  and  Denim; 
Morris  Mfg.  Co.  Welt  Cord.  Distributors  of  Burkart 
Foam,  Ludlow  Webbing  and  Spring  Twines. 


FINE-TEX  FABRICS  CORP.  (1) 

1301    English  St. 
Julius  L.  Fine,  President. 
Upholstery  Fabrics. 


Phone  888-5257 


*GOLDING  BROS.  CO.,  INC.  (1) 

Progress  St.  Phone  883-1433 

Harry  W.  Golding,  Chairman  of  the  Board;  Julius  H. 
Golding,  President;  Henry  W.  Golding,  Vice  Presi- 
dent; R.  G.  Culp,  Jr.,  High  Point  Branch  Manager. 
Furniture  Fabrics,  Drapery  Fabrics  and  Mattress  Fabrics, 
also  Vinalon  Plastic  and  Related  Textiles.  All  These 
Category  of  Goods  are  Stocked  in  our  High  Point 
Warehouse  Under  the  Above  Listed  Address. 

B.  F.  GOODRICH  PLASTIC  DIVISION  (1) 

1720  King  Street  Phone  888-7133 

C.  Joseph  Mishler,  Sales  Representative. 

Vinyl  Coated  Fabrics  for  Upholstery  and  Wall  Covering 
Trade. 

HARTE  &  CO.,  INC.  (1)  (Est.  1934) 

235  S.  Hamilton  St.  Phone  883-1907 

Home  Office-16  E.  34th  St.,  N.  Y.  16,  N.  Y. 

Phone  Murray   Hill  9-5678 
Irvin  Jacobson— Regional   Sales  Manager. 
"WATAHYDE" 

Manufacturers  of  Plastic  Upholstery  Material,  Supported 

and  Un-supported. 
Warehouse  Maintained  in  High  Point  for  Local  Pick-up 

and  Shipping  Throughout  the  South. 
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HIGH  POINT  SAMPLE  BOOKS  (1)  (Est.  1960) 

71 1  Carr  St.  Phone  885-1300 

Don   Hendrix  and  Clyde  Sechrest>  Partners. 
Upholstery  fabrics  sample  books,  swatches,  etc. 

*HUNTER  AND  CO.  (1)  (Est.  1950) 

1502  S.  Main  St.  Phones  883-1988  888-9993 

W.  H.  Mclnnis,  President;  J.  L.  Mclnnis,  Vice  .President; 
M.  C.  Phelps,  Secretary;  J.  E.  Mclnnis,  Treasurer. 

Duran  Plastics,  Lumite  and  LumPuf  Fabrics,  Upholstery 
Materials  and  Supplies  for  the  Furniture  and  Automo- 
tive Industries. 


IRVING  PLASTIC  CO.  (1)  (Est.  1952) 

224  E.  Washington  St.  Phone  888-6407 

Irving  Silverstein,  Owner. 

Representatives  and  Distributors  of  Plastic  Material  and 
Chair  Vibrators.  Also  Buy  Plastic  Scrap  from  Furni- 
ture Manufacturers. 


KEY  FABRICS,  INC.  (1)  (Est.  1960) 

1949  W.  Green  St.  Phone  882-9620 

W.  R.  Barrier,  President-Treasurer;  Frances  H.  Barrier, 
Vice  President-Secretary. 

Upholstery  Fabrics  Sales.  Converters  of  Upholstery  Fa- 
bric. 


N.  P.  KINNAMAN  (1) 

609  Westwood  Phone  888-6726 

Classic  Weaving  Corp. 
Upholstery  Fabrics. 

*MARSDEN-SLATE  COMPANY  (1) 

Office  and  Showroom  625  Ward  St.    Phone  882-4184 
Lawrence  A.  Marsden  and  John  W.  Slate,  Jr.,  Partners. 
Manufacturers'  Representatives  to  the  Furniture  Indus- 
try. 

*MOSS  ROSE  MFG.  CO.  (1)  (Est.  1895) 

Home  Office:  Philadelphia  33,  Pa. 
Representative:  Bert  W.  Rau. 

Residence:  807  East  Farriss  Ave.  Phone  888-5695 
Manufacturers   Upholstery  and   Drapery  Fabrics. 

★ARTHUR  A.  OLIVER  &  SON,  INC.  (1)  (Est.  1924) 

2410  English  St.  Phone  888-4944 

Alfred   A.   Oliver,   President;  Arthur  A.   Oliver,  Chair- 
continued  on  Next  Page) 
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man  of  the  Board;  Lindo  W.  Kidd,  Secretary;  Joe  W. 
Westmoreland,  Treasurer. 
Mill  Agents  and  Distributors  of  Furniture  Fabrics  and 
Upholstery  Supplies. 


*PHILLIPS-DAVISf  INC.  (1)  (Est.  1933) 

300  S.  Main  St.  Phone  882-3301 

Earl  N.  Phillips,  Chairman  of  the  Board;  James  E.  Fos- 
cue,  President;  Charles  M.  Ivey,  Jr.  and  Frank  Gar- 
rett, Vice  Presidents;  William  M.  Webster,  Secretary- 
Treasurer. 

Wholesale  and  Mill  Agents  of  Complete  Line  of  Uphol- 
stery Fabrics  for  Furniture  and  Bedding  Manufac- 
turers. Selling  Agents  for  Jamestown  Mills,  Inc. 


PLASTICS,  INC.  (1)  (Est.  1953) 

625  Ward  St.  Phone  888-5683 

Robert  S.  Underwood,  President. 

Distributor  of  Plastic  Upholstery  Materials  and  Fore- 
cast Fabrics  for  the  manufacturers  and  Decorator. 
(Exclusive  Collection) 


PLASTIGLIDE  MFG.  CORP.  (1) 

1940  W.  Green  St.  Phone  882-3718 

Frank  Ray,  Division  Sales  Manager. 

Sales  and  warehouse;  plastic  and  metal  parts  for  the 
furniture  trade. 


PLYMOUTH  RUBBER  CO.  (1) 

625  Ward  St.  Phone  882-4184 

Marsden-Slate,   Inc.,  Southern  Sales  Agents. 
Manufacturers  of  Plastics. 


DAVID  ROTHSCHILD  COMPANY  (1)  (Est.  1876) 

Southern   Furniture   Exposition  Building 

Phone  888-6413 

Home   Office:   Columbus,  Georgia. 
Charles  E.  Dimon,  Jr.,  Office  Manager. 
Manufacturers  and  Converters  of  Upholstery  Fabrics. 


SACKNER-SOUTHERN,  INC.  (1  )  (Est.  1959) 

418  W.  Broad  Street  Phone  882-9310 

Albert  Schrotenboer,  President;  Robert  Schofer,  Vice 
President;  Robert  Oltman,  Vice  President. 

Manufacturers  of  Seam  Cord  and  Edging  for  the  Furni- 
ture Industry. 
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★SAMPLES,  INC.  (1)  (Est.  1959) 

South  Street  Phone  882-8815 

Harry  Tuttle,  President;  Jack  Spillers,  Vice  President. 

Manufacturers  of  Upholstery  and  Textile  Fabric  Samples 
of  all  Descriptions. 

GEORGE  D.  SMITH  &  SON  (1) 

310  W.  Broad  Phone  888-4591 

George  D.  Smith,  President;  Gladys  S.  Smith,  Vice  Pres- 
ident; G.  M.  Smith,  Secretary. 
Jobbers  for  Upholstering  Fabrics  and  Supplies. 

SMITHSON  INC.  OF  SOUTHERN  PINES  (1)  (Est.  1960) 
2456  English  St.  Phone  882-2413 

Lee  Smithson,  President;  W.  W.  Beeson,  Manager. 
Quilted  Upholstery  Fabrics. 

*SOUTHBRIDGE  PLASTICS  (1) 

1809  English  St.  Phones  888-9948  882-2222 

Represented  by  Stanley  Weiss. 
Supported  and  Unsupported  Vinyl  Plastic. 

SOUTHERN  FABRICS  CORP.  (1) 

Mezzanine,  Security  Bank  Bldg.  Phone  882-8640 

Bill  Bennett. 

Branch  Office  of  Southern  Fabrics  in  New  York. 

J.  P.  STEVENS  &  CO.-SIMTEX  FABRICS  (1) 

235  S.   Wrenn— Wrenn   St.  Wing— Southern  Furniture 
Exposition  Building,  Space  H  151     Phone  882-3624 
W.  Darrell  Bulla,  Southeastern  Representative. 
Upholstering  Fabrics,  Mattress  Tickings. 

STEAD  &  MILLER  CO. 

Space    153,   Southern    Furniture    Exposition  Building, 
Wrenn  Street  Wing.  Phone  882-8107 

John  M.  Rice,  Representative. 
Manufacturers  of  Upholstery  Fabrics. 

*STLYE-CRAFT  SAMPLE  COMPANY  (1)  (Est.  1954) 

300-304  Westchester  Dr.  Phone  882-2426 

James  M.  Badgett  and  Evelyn  G.  Badgett,  Co-Owners. 

Manufacturers  of  Upholstery  and  Drapery  Fabric  Sam- 
ple Books. 

GEORGE  C.  WELCH  (1) 

334  S.  Wrenn  St.  Phone  888-7928 

Representative  for:  Conklin  Mills,  Inc.,  Amber  &  Wis- 
hart  Sts.,  Philadelphia  34,  Pa.;  Eastern  Fabrics  Corp., 
3  E.  28th  St.,  New  York  16,  N.  Y.-Upholstery  Fabrics. 
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★WEAVERS  SALES  SOUTH.  INC.  (1)  (Est.  1959) 

207  Tomlinson  St.  Phone  882-0173 

H.  W.  Levine,  President;  Sanford  Levine,  Asst.  Vice 
President;  Ronald  Levine,  Asst.  Secretary  and  Treas- 
urer. 

Upholstery  Materials. 

Distributors  of  Boltaflex  Vinyl  Dicey  Mills  Frieze  and 
Weavers-Morgan  Flat  Goods. 

VENEERS,  PLYWOOD  AND  PANEL 
MANUFACTURERS 


ARMENTROUT  VENEER  COMPANY  (1)  (Est.  1942) 

Joshua  St.  Phone  883-1970 

J.  J.  Armentrout,  President;  L.  A.  Wagner,  Vice  Pres- 
ident; L.  C.  Armentrout,  Secretary-Treasurer. 

General  Line  of  Veneers. 

*DENNY  ROLL  &  PANEL  COMPANY  (2)  (Est.  1914) 

215  S.  Centennial  Phone  888-4514 

D.  Waring  Smith,  President  and  Manager;  D.  T.  Har- 
vey, Jr.,  Vice  President;  Mrs.  Justine  H.  Rinehart, 
Secretary-Treasurer. 

Manufacturers  of  Plywood. 

DIXIE  CHIPBOARD  CO.  (1)  (Est.  1955) 

2006  English  St.  Phones  882-3387  882-3388 

(Plant  at  Rural  Hall,  N.  C.) 

Chipboard  for  Furniture,  Partitions,  and  Doors. 

★GUILFORD  VENEER  CO.  (1)  (Est.  1954) 

Mandustry  Rd.,  Box  5064  Phone  882-271 1 

Frank  Dozier,  President;  Ralph  Snyder,  Vice  President- 
Treasurer;  Carl  Garrett,  Secretary. 

Face  Veneer. 

*HAYWORTH  ROLL  &  PANEL  CO.  (2)  (Est.  1905) 

531  W.  High  St.  at  Grimes  St.  Phone  882-6824 

Charles  E.  Hayworth,  President;  J.  R.  Hayworth,  Vice 
President  and  General  Manager;  Mrs.  Myrtle  H. 
Barthmaier,  Secretary-Treasurer. 

Furniture  Plywood  in  all  Foreign  and  Domestic  Woods, 
also  Fabricators  of  Formica  and  Other  Plastic  Lami- 
nates. 

*HIGH  POINT  FACE  VENEER  CO.  (1)  (Est.  1932) 

237  W.  Russell  St.  Phone  882-4173 

M.  L.  Sechrest,  President;  J.  O.  Sechrest,  Vice  President; 
(Continued  on  Next  Page) 
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Beatrice  Crouch,  Secretary;  Harold  D.  Sechrest,  Treas- 
urer. 

Veneers.  Ready  to  Lay.  Wholesaled. 

UNITED  STATES  KORBOARD 

CORPORATION  (1)  (Est.  1957) 

1920  Old  Trinity  Road  Phone  882-6821 

ft  O.  Box  5186 

J.  Michael,  President;  Dr.  C.  A.  Goldschmidt,  Vice  Pres- 
ident; H.  Kaliski,  Secretary;  A.  Adrian,  Treasurer;  R. 
F.  Buck,  Plant  Manager. 

KORBOARD  (Particle  Board)  Core  Material  and  Panels 
for  the  Furniture  Industry. 

RITCH  FACE  VENEER  COMPANY  (1)  (Est.  1940) 

1330  Lincoln  Dr.  Phone  882-4214 

J.  G.  Ritch,  President-Secretary;  Harold  W.  Ritch,  Mrs. 
Gertie  B.  Ritch,  Vice  Presidents. 

Taped  Face  Veneers. 


MACHINES,  DISTRIBUTORS,  MILL  AND 
FACTORY  SUPPLIES  AND  EQUIPMENT 


ALLES  CAROLINA  CORPORATION  (1)  (Est.  1959) 

415  E.  Commerce  St.  Phone  882-4489 

Hal  B.  Ingram,  Jr.,  President;  William  R.  Spencer,  Vice 
President;  Helen  Berman,  Secretary;  Robert  Berman, 
Treasurer;  M.  M.  Zackery,  General  Manager. 

"Swingline"  Air  Tackers,  Nailers,  Heavy  Duty  Staplers, 
Corrugated  Fasteners;  "Container"  Carton  Closing 
Machines;  Staples  of  all  sizes  for  all  makes  of  Ma- 
chines, Marking  Equipment,  Shipping  Room  Sup- 
plies. 

ARO  EQUIPMENT  CORP.  (1)  (Est.  1930) 

.  P.  O.  Box  1891  Phone  882-9376 

J.  Ed  Heath,  Division  Manager. 

Industrial  Air  Tools,  Air  Hoists,  Couplers,  Air  Filters, 
and  Oilers,  and  Air  Sanders. 

DEWITT  A.  COOKE  (1) 

111   Westchester  Drive  (Day)  Phone  882-2918 

P.  O.  Box  1565 

10-A   Highway  (Night)  Phone  882-6081 

Air  Compressors,  Industrial  Ventilating  Fans,  Pulleys, 
Shafting,  Hangers,  Motors,  Dye-House  Trucks,  Cotton 
Bags. 
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GREENLEE  BROS.  &  CO.  (1)  (Est.  1866) 

Also  Greenlee  Tool  Co.,  a  Division  of  Greenlee  Bros. 
&  Co. 

2136  Twelfth  St.,  Rockford,  Illinois. 
Albert  H.  Eggers,  President;  Leslie  H.  Geddes,  Executive 
Vice  President  and  Treasurer;  Clifford  G.  Wood,  Sec- 
retary. 

Local  Representatives:  W.  L.  Walton,  District  Manager, 
1613  Centennial  Ave.,  Phone  888-4051;  A.  L.  Chap- 
man, 1330  Westchester  Dr.,  Phone  882-2328;  W.  B. 
Teague,   1311   Centennial  Ave.,  Phone  884-8500. 

Metal-Working  and  Woodworking  Machinery,  Tools  for 
Woodworking  Machines,  Hand  Tools  for  Working 
Wood,  Tools  for  Electrical  Construction,  Foundry 
Products. 

*KESTER  MACHINERY  CO.  (1)  (Est.  1880) 

315  W.  Russell  Phones  882-6323  888-6908 

J.  C.  Kester,  President;  Jimmy  Kester,  Vice  President; 
H.  D.  Kester,  Manager. 

Mill  and  Factory  Supplies  and  Equipment.  Air  Com- 
pressors, Industrial  Paint  Spraying  Equipment  and 
Metal  Cutting  Tools  and  Saws. 

MATTISON  MACHINE  WORKS  (1)  (Est.  1897) 

Rockford,  III. 

Alan  C.  Mattison,  President;  P.  L.  Mattison,  Vice  Presi- 
dent-Treasurer; R.  W.  Mattison,  Secretary. 

District  Manager:  W.  L.  Walton,  1613  Centennial  Ave., 
Phone  888-4051;  A.  L.  Chapman,  1330  Westchester 
Dr.,  Phone  882-2328,  W.  B.  Teague,  1311  Centen- 
nial Ave.,  Phone  884-8500. 

Woodworking  Machinery,  Electric  Moulders,  Rip  Saws, 
Automatic  Turning  and  Shaping  Lathes,  Cut-off  Saws, 
Belt  Sanders,  Knife  Grinders,  Lathe  and  Moulder 
Cutterheads,  etc. 

THE  OHIO  KNIFE  CO.  (1) 

Cincinnati,  Ohio 

Local  Office:  Automatic  Lathe  Cutterhead  Co. 

207  W.  High  St.       Phones  882-2817  and  888-4930 

Manufacturers  of  Veneer  Knives,  Shear  Blades,  Wood- 
working Knives,  Paper  Knives,  Slitter  Knives,  Chip- 
per Knives,  Other  Types  of  Machine  Knives,  and 
Hardened  Ways  and  Gibs. 
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*REDMAN  ASSOCIATES,  INC.  (1)  (Est.  1958) 

327  N.  Wrenn  St.  Phone  883-1777 

Wm.  R.  Gorman,  Vice  President;  R.  T.  Redman,  Secre- 
tary-Treasurer. 

Industrial  Drying  Systems  and  Ventilation.  Complete 
Installations  of  Lumber  and  Veneer  Dry  Kilns,  Room 
Dryers  or  Ovens  for  Drying  of  Furniture  Finishes  in 
Conjunction  with  Conveyor  Systems.  Infra-red  Radi- 
ant Heat  Electric  and  Gas  Ovens.  Unit  Sales:  Fans, 
Heaters,  Recording  and  Control  Instruments,  Mois- 
ture Meters,  Velometers,  Pyrometers,  Automatic  Lum- 
ber Stackers  and  Dry  Kiln  Accessories. 

SUTTON  WOODWORKING 

MACHINE  CO.  (1)  (Est.  1950) 

Sedgefield  Inn,  Greensboro,  N.  C. 

Phone  Greensboro  Broadway  2-4186 
Claude  S.  Sutton,  Owner. 

Dealers  in  New  and  Used  Woodworking  Machinery 
with  Re-building  Facilities. 

WESTINGHOUSE  ELECTRIC  SUPPLY  CO.  (1) 

121   Mangum  Ave.  Phone  882-1824 

Westinghouse  Apparatus  &  Supplies. 

WILLIAMS  MACHINERY  EXCHANGE  (1)  (Est.  1957) 

3206  English  St.  Phone  888-6495 

J.  G.  Williams,  President. 

Rebuild  Machinery.  Sale  and  Trade  All  Types  of  Wood- 
working Machinery. 

MACHINE  AND  METAL  MANUFACTURERS 

*ALLRED  METAL  STAMPING  WORKS  (1)  (Est.  1946) 
Highway  68  at  Centennial  Phone  888-6535 

A.  L.  Allred  &  Sons,  Owners. 

Furniture  Hardware.  Build  Dies  and  Special  Tools. 

★automatic  lathe 

CUTTERHEAD  CO.,  INC.  (1)  (Est.  1953) 

207  W.  High  St.  Phones  888-4930  882-2817 

Robert,  H.  Solem,  President;  W.  Richard  Gerhard,  Vice- 
President  &  Treasurer;  Clarice  Snipes,  Secretary. 
(Continued  on  Next  Page) 
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Manufacturer:  Heads  for  Wood  Automatic  Turning 
Lathes,  Moulder  Knives,  Band  Saws.  Distributors  of 
Machinery,  Cutting  Tools  and  Supplies  for  the  Wood- 
working Industry. 

CARBIDE  SAWS,  INC.  (1)  (Est.  1953) 

701  Garrison  Ave.  Phone  882-6835 

Mrs.  Rogene  Goodman,  President;  J.  D.  McGuinn,  Vice 
President;  Billie  Bowman,  Secretary-Treasurer. 

Carbide  Saw  Manufacturers  &  Repair. 

CAROLINA  MACHINE  WORKS  (1) 

E.  Commerce  at  Reed  St.  Phone  888-4923 

Richard  R.  Johnson  and  Jesse  S.  Stone,  Owners. 
Specializing  in  Repairing  Woodworking  Machinery  and 

General    Machinery    Repairs.    Electric   and  Acetylene 

Welding. 

V.  P.  CARRICK  PRODUCTS  (1)  (Est.  1953) 

2428  English  St.  Phone  883-8507 

Residence  889-8482 

V.  P.  Carrick,  President;  Mrs.  V.  P.  Carrick,  Secretary- 
Treasurer. 

Sofa-Bed  Hinges,  Platform  Rocker  Springs,  Revolving 
Fixtures,  Recliner  Fixtures. 

*CITY  WELDING  COMPANY  (1)  (Est.  1941) 

104  N.  Perry  St.  Phone  882-2626 

Howard  H.  Miller,  President;  Errett  D.  Miller,  Vice  Pres- 
ident; Mrs.   H.  H.  Miller,  Secretary-Treasurer. 

Welded  Steel  Products  of  Any  Design.  Stacks,  Machine 
Guards,  Railings,  Fire  Escapes,  Steel  Steps,  Steel 
Doors,  Fans  for  Exhaust  Systems.  Complete  Welding 
Service  on  Any  Repair  Problem. 

CUSTOM  PROCESSING  &  MFG.,  INC.  (1)  (Est.  1956) 
1706  Cloverdale  St.  Phone  888-7945 

J.  Allen  Austin,  Jr.,  President;  W.  D.  Lewis,  Vice  Pres- 
ident; Jane  Austin,  Secretary-Treasurer. 

Metal  Finishing,  Plating;  Brass,  Chrome,  Nickel,  Cad- 
mium  and  Copper. 

DELUXE  SAW  &  TOOL  CO.,  INC.  (1)  (Est.  1945) 

419  E.  Commerce  St.  Phone  882-2553 

Lee   B.   Thomas,   President;   Lee   B.   Thomas,   Jr.,  Vice 

President;  Calvin  Tittsler,   District  Manager. 
"Karbide   King"  Saw  Blades  and  Tools  Manufactured. 

Service  Facilities  for  All  Makes  of  Carbide  Saws  and 

Tools. 
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DIXIE  MACHINE  COMPANY  (1)  (Est.  1946) 

Thomasville,  RFD  1  Phone  882-6575 
J.  E.  Young,  President. 

General  Machine  Repair  and  Contract  Work. 

★general  steel 

PRODUCTS  COMPANY,  INC.  (2)  (Est.  1947) 

1417  Courtesy  Rd.  Phone  888-7285 

Frank  D.  Hoffman,  Jr.,  President;  J.  I.  Groome,  Jr.,  Vice 

President;  William  S.  Bencini,  Secretary-Treasurer. 
Manufacturers    of    Reclining    Chair    Fixture,    Sofa  Bed 

Hinges,  and  Other  Hardware  for  the  Furniture  and 

Bedding  Industry. 

★high  point  boiler 

&  TANK  CO.,  INC.  (1)  (Est.  1934;  Inc.  1947) 

2411  English  St.  Phone  882-4217 

John  N.  Stanley,  Jr.,  President;  Don  Stanley,  Vice  Pres- 
ident; George  D.  Stanley,  Secretary-Treasurer. 

Steel  Tanks,  Stacks,  Boiler  Repairing  to  Meet  A.S.M.E. 
Code. 

*HIGH  POINT  SPRINKLER  CO.  (2)  (Est.  1952) 

U.  S.  Highway  29-70  Next  to  Johnson  Motor  Lines 

Phones  888-9056  882-3521 

J.  L.  Iveigh,  President;  Wm.  F.  Aldridge,  Vice  President 
&  General  Manager;  C.  H.  Brown,  Secretary-Treasurer. 

Automatic  Sprinklers,  Fire  Protecting  Devices,  Engineer- 
ing and  Contracting. 

*R.  HOE  &  CO.  INC.,  CARBIDE  SAW 

&  TOOL  DIVISION  (1)  (Est.  1955) 

1809  English  St.  Phones  882-3411  888-5635 

Main  Office:  New  York,  N.  Y. 
N.  L.  Ross,  Branch  Manager. 

This  Branch  Manufacturers  Carbide  Tipped  Saws  and 
Tools.  We  Warehouse:  Chisel  Tool  Saws,  Bits  and 
Shanks,  Solid  Tooth  Saws,  Wide  and  Narrow  Bands, 
Knives,  Files,  Jones  and  Orth  Cutterheads.  (Products 
of  our  Other  Branches  in  Other  Locations.) 

JOHNSON  HINGE  CO.,  INC.  (1)  (Est.  1945) 

119  S.  Hamilton  St.  Phone  882-3415 

Frank  D.  Hoffman,  Jr.,  President;  James  I.  Groome,  Jr., 
Vice  President;  William  S.  Bencini,  Secretary-Treas- 
urer. 

Manufacturers  of  Sofa  Bed  Hinges,  Recliner  Chair  Fix- 
tures and  Other  Hardware  for  the  Furniture  and  Bed- 
ding Industries. 
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*KELLAM  FOUNDRY  (1) 

105  Amhurst  St.  Phone  888-4622 

Grey  Iron  Jobbing,  Casting,  Valves  and  Hydrants  for 
Waterworks. 

KING  ELECTRIC  REPAIR  (1)  (Est.  1948) 

812  E.  Green  St.  Phone  888-6511 

William  Ed  King,  Owner. 

All  Types  of  Electrical  Repairs,  Oil  Burner  and  Stoker 
Service.  Motor  and  Armature  Rewinding. 

MIDDLETOWN  MFG.  CO.  (High  Point  Branch)  (1) 

801  S.  Hamilton  Street  Phone  882-0151 

Howard  B.  Easter,  Branch  Manager. 

Swivels,  Rocker  Swivel  Bases,  Recliner  Chair  Fixtures, 
Leg  Plates,  Mirror  Supports,  Tubular  Chair  Frames, 
Folding  Chair  &  Table  Hardware  ahd  Other  Custom 
Metal  Stampings. 

GEORGE  E.  MORGENSTERN 

MACHINERY  (1)  (Est.  1945) 

2455  English  St.,  P,  O.  Box  187  Phone  882-2130 
George  E.  Morgenstern,  Owner. 

Machinery,  New  and  Used  —  Custom  Built  on  Order. 
Engineering  Machine  Appraisals. 

OAK  VIEW  PRESS  CO.,  INC.  (1)  (Est.  1953) 

200  Old  Winston  Rd.  Phone  888-7992 

H.  J.  Sink,  President;  Norman  Easter,  Vice  President; 
Wm.  S.  Timmons,  Secretary-Treasurer. 

Edge  Wire  Clips  and  Steel  Stampings. 

PEARSON  SANDING  MACHINE  CO.,  INC.  (1) 

1701  Ward  St.  Phone  888-7144 

F.  H.  Morris,  General  Manager-Treasurer. 
Sanding  Machines  for  Furniture  Manufacturers. 

*POWERS  WIRE  STAPLE  CO.,  INC.  (2) 

1561' Prospect  St.  .  Phone  882-8121 

C.  H.  McConnell,  Vice  President  and  Manager;  S.  P. 
Napier,  Local  Sales  Representative;  Paul  R.  Hampton, 
Assistant  Manager;  Mrs.  Jeannette  E.  Rice,  Office 
Manager. 

Manufacturers  and  Distributors  of  Power-Line  Staples, 
Hog  Ring,  Nails  and  Automatic  staplers,  Hog  Ring- 
ers and  Nailers. 

QUALITY  SAW  SHOP  (1)  (Est.  1955) 

2000  Kivett  Dr.  Phone  882-1722 

K.  H.  Kennedy,  N.  J.  Johnson,  Partners. 
Manufactured  Carbide  Saws,  Cutters  and  Repair  Saws. 
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S  &  S  TOOL  WORKS  (1) 

200  Old  Winston  Rd.  Phone  888-7992 

H.  J.  Sink,  Owner. 
Tools  and  Dies. 

SOUTHERN  PRODUCERS  COMPANY  (1) 

Mailing  Address  P.  O.  Box  1427  Phone  882-2822 
W.  Evan  and  J.  G.  Cecil,  Partners. 

Metal  Lawn  Brooms,  Metal  Stampings,  Clothes  Drying 
Racks,  Porch  Gates. 

SOUTHERN  RESAW  WORKS  (1)  (Est.  1954) 

320  E.  Russell  Phone  888-581  1 

Ellis  W.  Harrison,  Owner;  Ellen  S.  Harrison,  Secretary- 
Treasurer. 

All  Types  Saws  Sharpened  and  Repaired.  We  specialize 
in  Band  Saw  and  Inserted  Tooth  Circular  Saw  Repair. 

★  SOUTHERN  WELDING  & 

MACHINE  INC.  (1)  (Est.  1948) 

2411  S.  Main  St.  Ext.  Phone  Day  883-1981 

J.  W.  Asbill,  Owner.  Night  886-8295 

Machine  and  Welding  Shop.  Steel  Fabricating  and  Gen- 
eral Repairs.  Excavating  and  Grading. 

*VIKING  SPRINKLER  COMPANY  (1)  (Est.  1952) 

501  Prospect  St.,  P.  O.  Box  527,  High  Point,  N.  C. 

Phones  888-5000  888-5009 

J.  W.  Radford,  Jr.,  and  J.  W.  Radford,  Sr.,  Vice  Pres- 
idents; Richard  A.  Groos,  Secretary-Treasurer. 

Installation  of  Automatic  Sprinkler  Systems  for  Fire 
Protection. 

WEST  END  MACHINE  WORKS  (1)  (Est.  1923) 

928  W.  Broad  St.  Phones  882-451 0-Night  889-5101 
Don  M.  Burgess,  Owner. 

General  Repair  Work  on  Industrial  and  Farm  Machinery. 

FURNITURE,  RUGS  AND  HOUSE 
FURNISHINGS 

(Wholesale  and  Branch  Warehouses)  


*  PEERLESS,  INC.  (1) 

(Est.  High  Point  1947;  Lexington  1902) 
1943  West  Green  St.  (after  Jan.  1st)    Phone  882-4163 
Mrs.  J.  V.  Moffitt,  President;  J.  V.  Moffitt,  Jr.,  Secretary 
&  Treasurer;  G.  S.  Williams,  Sales  Manager. 
(Continued  on  Next  Page) 
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Warehouse  Peerless  Mattresses,  Box  Springs,  Sealy 
Mattresses,  and  Box  Springs,  Leggett  &  Piatt  Springs; 
B.  &  T.  Metal  Trim,  and  the  Complete  Line  of  Arm- 
strong Floor  Coverings  and  Sundries. 


FURNITURE  SALES  INCORPORATED  (1)  (Est.  1951) 

Office  and  Showroom  at  235  S.  Hamilton  St. 
Mail  to  Box  510  Phones  888-7394,  883-1187 

Roy  Briggs,  Jr.,  President;  E.  L.  Briggs,  Sr.,  Vice  Presi- 
dent. 

Furniture  Wholesale  Jobbers  and  Manufacturers'  Rep- 
resentatives. 

Representing:  SELIG  Manufacturing  Company,  Inc., 
Leominster,  Massachusetts;  Harvard  Manufacturing 
Company,  Cleveland,  Ohio;  Ramseur  Furniture  Com- 
pany, Ramseur,  North  Carolina. 

*ALLISON-ERWIN  COMPANY  (1)  (Est.  1883) 

Warehouse  and  Office:  2021-2027  English  St. 

Phone  882-1815 

Showroom— Sou.  Furn.  Exp.  Bldg.  Phone  882-1519 
J.   C.   Erwin,   President;  J.   R.  Allison,   Vice  President; 

J.  B.  Caddel,  Secretary  and  Treasurer. 
Wholesale    Distributors,    Household    Appliances,  Floor 

Coverings,  Radios,  Television,  Ranges.  In  fact,  Large 

Line   of   Household,   Yard,   and   Garden  Furnishings 

and  Appliances. 

*THOMAS  E.  DICKERSON  CO.  (1) 

2315  English  St.  Phone  882-4167 

Thomas  E.  Dickerson,  President. 

Hardwick  and  Magee  Carpet  Co.,  Painter  Carpet  Co., 
Allen  Cushions,  Amtico  Rubber  Tile,  Kinkead  Metal 
Mouldings,  Aldon  Rug  Mills,  Wilson  Plastic  Tile, 
Johns  Manville  Tile  and  Oxford  Ceramic  Tile. 


W.  B.  FARR  AND  SONS  (1)  (Est.  1931) 

Southern   Furniture  Exposition  Building 

Phone  888-5209 

W.  B.  Farr,  Sr.,  W.  Beatty  Farr,  Jc.,  and  D.  Thomas  Farr, 

Partners. 
General  Lines  of  Furniture. 
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★GENERAL  SALES  COMPANY  (1)  (Est.  1941) 

229  E.  Commerce  St.  Phone  888-5689 

L.  T.  Friedman,  General  Manager. 

Bentwood  Folding  Chairs,  Canvas  Chair  Carrying  Cases, 
Furniture  Blankets,   Institutional  Furniture. 

*HENDRIX  SALES  AGENCY  (1)  (Est.  1940) 

Southern   Furniture   Exposition  Building 

Phone  883-1762 

R.  Glenn  Hendrix,  President;  Robert  G.  Hendrix,  Jr., 
Vice  President;  Tamsie  K.  Hendrix,  Secretary-Treas- 
urer. 

Commission  Agents  and  Drop-ship  Jobbers  for  All 
Types  of  Furniture. 

*HUGHES-RANKIN  COMPANY  (1) 

1229  Montlieu  Ave.  Phone  888-6981 

Lloyd  O.  Hughes,  E.  C.  Rankin,  Partners. 

Distributors  of  Church,  School  and  Institutional  Furni- 
ture. Showroom  at  Office. 

LILA  MOORE  KEEN, 

FINE  ARTS,  INC.  (1)  (Studio  Est.  1948) 

903  Greensboro  Road  Phone  888-4289 

Lila  Moore  Keen— Sole  Owner. 

Art  Publishers,  Wholesale  Framed  Pictures,  Selling  to 
Fine  Furniture  Stores,  Interior  Decorators  and  the 
Better  Gift  Shops,  Custom  Framed  Picture  Depart- 
ment Open  to  the  Retail  Trade. 

E.  C.  RANKIN— Manufacturers'  Direct  Reps.  (1) 

1229  Montlieu  Ave.,  P.  O.  Box  348  Phone  888-6988 
Complete  School  and  Institutional  Furnishings  Lines, 
Consisting  of:  Steel  and  Wood  School  Seating,  Dorm- 
itory Bedroom  Furniture,  School  Tables,  Folding  Ta- 
bles, Lounge  Furniture  and  Occasional  Pieces. 

REGENT  CHINA  &  SUPPLY  COMPANY  (1) 

1807  English  St.  Phone  888-9901 

Edwin   C.  Weininger,   President;   Idella   H.  Weininger, 

Secretary  and  Treasurer. 
Restaurant  Food  Service  Supplies  and  Equipment  for 

Restaurants,  Hospitals,  and  Schools. 
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SIMMONS  COMPANY  (1)  (Est.  1871) 

Warehouse:  325  E.   Broad  St.  Phone  882-2314 

Home    Office:    Simmons   Co.,    300    Park   Ave.,  New 
York,  N.  Y. 

Grant  G.  Simmons,  Chairman  of  the  Board  and  Treas- 
urer; Grant  G.  Simmons,  Jr.,  President;  G.  D.  Wright- 
son,  Vice  President;  J.  T.  Logan,  Secretary;  R.  W. 
Chamblee,  Territorial  Sales  Manager. 

Fold-Away  Beds,  Beautyrest  Lounges,  Coil  and  Fabric 
Springs,  Mattresses  and  Box  Springs,  Sofa  Bed 
Suites,  Hide-A-Bed  Sofas  and  Love  Seats,  Metal  Bed- 
room Furniture,  Hospital  and  Institutional  Equipment, 
Juvenile  Furniture. 

Display:  Southern  Furniture  Exposition  Building,  High 
Point,  N.  C. 

SOUTHERN  WIRE  &  IRON  WORKS 

OF  N.  C,  INC.  (1)  (Est.  1907) 

208  Dalton  St.  Phone  888-7296 

Branch   Warehouse   of   Southern   Wire   &    Iron,  Inc., 
4007  Old  Stone  Mountain  Rd.,  Scottdale,  Ga. 
W.  J.  Mitchell,  District  Supervisor;  H.  C.  Jones,  Ware- 
house Manager. 
Chrome  and  Wrought  Iron  Dinettes,  Metal  Lawn  Furni- 
ture. 

SUNDIAL  LAMPS,  INC.  (1)  (Est.  1958) 

417  S.  Wrenn  St.  Phones  888-5942  888-6437 

Julian  Josephsohn,  President;  Roselyn  Josephsohn, 
Secretary. 

Manufacturer:  Table  Lamps,  Floor  Lamps,  Bed  Lamps, 
Institutional  Lamps,  Smoking  Stands,  Pin  Up  Lamps, 
Desk  Lamps,  Contract  Lamps. 

UNIVERSAL  OF  HIGH  POINT,  INC.  (1) 

Sales  Office  1930-1936  W.  Green  St. 

Phone  883-1933 

George  C.  Troutman,  President;  Elliott  Abeles,  Vice 
President;  Murray  J.  Abeles,  Sales  Manager;  C.  A. 
Troutman,  Factory  Operation. 

Hi  Fi  Record  Storage  Cabinets,  Television  Furniture. 

W.  WRAY  WARD  &  SON  (Est.  1939) 

Office  in  Southern  Furn.  Exp.  Bldg     Phone  888-5920 
&  Home  1110  Club  Drive  Phone  888-5407 

W.  Wray  Ward,  President;  William  W.  Ward,  Jr.,  Vice 

President;  Mrs.  W.  Wray  Ward,  Secretary-Treasurer. 
Caldwell   Furn.  Co.,  Bedroom   Furniture;   Liberty  Chair 
(Continued  on  Next  Page) 
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Co.,  Solid  Maple  PI.  Top  Dinette  Sets,  Chairs,  Diners, 
Dropleaf  Tables;  Lawnlite  Co.,  Outdoor  Aluminum 
Furniture;  Burton-Dixie  Corp.,  Hauptman  Feather  Co., 
Inc.,  Bed  Pillows.  Commission  Salesmen. 

★GEO.  T.  WOOD  &  SON,  INC.  (1)  (Est.  1921) 

314-322  W.  Broad  St.        Phones  882-3341  888-9983 

Frank  H.  Wood  President  and  Treasurer;  Elliott  S. 
Wood,  Vice  President  and  Secretary. 

Wholesale  Distributors.  Firth  Carpet  Co.,  Rugs  and 
Carpets;  Crown  Products  Co.,  Rugs  and  Carpet  Pad- 
dings; Davis  Felt  and  Hair  Co.,  Hair  Carpet;  Domes- 
tic Novelty  and  Rag  Rugs;  The  Roberts  Co.,  Tackless 
Carpet  Strip. 

CREDIT  AND  COLLECTION  BUREAU 
OF  THE 

FURNITURE  AND  KINDRED  INDUSTRIES 


*LYON  FURNITURE  MERCHANTILE  AGENCY  (1) 

(Est.  1876) 

Southeastern  Office:  401   S.  Wrenn  St. 

Phone:   882-8183—5  Trunk  Lines 

Executive  Office:  185  Madison  Ave.,  New  York,  N.  Y. 
William   J.   Miller,   General   Manager;  J.  A.  Eshelman, 

Resident  Partner;  Russell  J.  Holt,  Southeastern  Mgr. 

Reporting  Department: 
Earl  D.  Smith,  Manager,— Assts.  A.  W.  Stilwell,  Robert 

W.  Saunders,  Robert  L.  Elliott,  Mrs.  R.  J.  Welch. 

Collection  Department: 
Frank  A.  Marks,  Manager,  Assts.  J.  W.  Stinson,  Donald 

C.  Workman. 

DESIGNERS  OF  FURNITURE 


EDMUND  CHIMLESKI  ASSOCIATES  (1)  (Est.  1959) 

1415  Forrest  Ave.  Phone  885-1565 

Edmund  Chimleski,  Owner. 
Furniture  Showroom   and   Industrial  Design. 

PIERRE  DEBS  ASSOCIATES  (1)  (Est.  1953) 

Wright  Building,  126  N.  Main  St.  Phone  883-1096 
Pierre  Debs,  Director. 

Designers  of  Furniture,  Showroom    Interiors  and  Plan- 
ning Packaging  Design. 
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★NORMAN  HEKLER  ASSOCIATES  (1)  (Est.  1954) 

128  W.  Commerce  St.  Phone  882-1010 

Norman  Hekler,  Owner. 

Furniture  Design,  Showroom  and  Interior  Design. 


HUBERT  J.  ROCKWELL  ASSOC. 

FURN.  DESIGNERS  (1)  (Est.  1932) 

336V2  S.  Wrenn  Phone  882-8326 

Hubert  J.  Rockwell,  Sr.,  President. 
Designers  of  Furniture. 


NORMAN  L.  MEYER  (1)  (Est.  1960) 

Norman  L.  Meyer,  Owner.  Phone  882-3210 

Furniture,  Showroom  and  Interior  Design.  Design  Con- 
sultant. 


DECORATORS  OF  FURNITURE 


HIGH  POINT  FURNITURE 

DECORATORS,  INC.  (1)  (Est.  1959) 

409  Otteray  Drive  Phone  882-2148 

Isabelle   Cetrangelo,    President;   Margaret   Welch,  Vice 

President;  Elizabeth  Brown,  Secretary-Treasurer. 
Quality    Hand    Painted    Furniture    Decoration    for  the 

Furniture  Manufacturers. 


PHOTOGRAPHERS,  COMMERCIAL 


★ALDERMAN  STUDIOS,  INC.  (3)  (Est.  1898) 

320  N.  Hamilton  St.  Phone  a82-2506 

Sidney  A.  Gayle,  Jr.,  President;  Irvin  R.  Black,  Vice 
President;  Robert  S.  Gayle,  Production  Manager. 

PRODUCTS— Commercial  and  Illustrative  Photography 
of  Manufactured  Products,  Specializing  in  the  Pho- 
tography of  Furniture,  Machinery,  Textiles  and  Arch- 
itecture. Color  Photography  and  Black  and  White 
Photography  for  National  Advertising  Programs. 
Color  Prints,  Black  and  White  Prints,  Photostats, 
Photo-Murals  Halftone  Negatives  for  Offset  Litho- 
graphy. Layout  Service  for  Brochures,  Catalogs,  Di- 
rect Mail  Pieces  and  Newspaper  Mats.  Commercial 
Art  Service  Including  Air  Brush,  Hand  Lettering, 
Coloring  and  Retouching. 
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BBS  STUDIOS,  INC.  (1)  (Est.  1960) 

Ward  Street. 

Guy  H.  Simpson,  Jr.,  President;  David   L.  Barker,  Jr., 

Vice  President;  Lynn  R.  Bernhardt,  Vice  President. 
Commercial  Photography  For  Industry. 

HUDSON  STUDIOS  (1)  (Est.  1958) 

718  West  Broad  St.  Phone  882-4218 

James  Harris  Hudson,  President;  Charles  Allen  Hudson, 
Vice  President;  Phillip  Lynn  Hudson,  Secretary. 

Illustrative  Photography  for  the  Home  Furnishing  In- 
dustry, Advertising  Art,  Printing  of  catalogs  &  fold- 
ers. 


LINDSAY  COMMERCIAL  STUDIO  (1) 

1 1 1   Emerywood  Ct.  Phone  888-4908 

Robert  W.  Lindsay,  Owner. 

PRODUCTS— Commercial  and  Illustrative  Photography 
of  Manufactured  Products.  Also  Machinery,  Textiles 
and  Architecture. 

*SNOW  STUDIO  &  CAMERA  SHOP  (1)  (Est.  1944) 

207  N.  Main  Street  Phone  882-6718 

G.  A.  Snow,  President. 

Portraits  &  Commercial  Photography— Picture  Frames 
Supplies  (Wholesale)  to  other  Studios. 


FURNITURE  EXHIBITION  BUILDINGS 


★AMERICAN  FURNITURE  CO.— American  Square  (1) 

Martinsville,  Va. 

Furniture  Exhibit  Building,  Highway  29-A. 
(Thomasville  Hwy.)  Phone  Thomasville  888-3011 

R.  M.  Simmons,  President;  T.  N.  Barbour,  R.  M.  Sim- 
mons, Jr.,  John  K.  Adams,  Vice  Presidents. 

For  the  Exhibition  of  Furniture  by  the  Manufacturer  to 
the  Dealer. 

★FURNITURE  DISPLAYS  BUILDING  (1)  (Est.  1959) 

243  S.  Main  St.  Phone  882-6427 

Vance  Kester,  Manager. 
Furniture  Displays. 

LAMP  CENTER  (1)  (Est.  1954) 

108  East  Commerce  St.  Bldg.  Phone  888-5457 

Samuel  Shavitz,  Owner;  Henry  Shavitz,  Manager. 

For  the  Exhibition  of  Furniture  Displayed  During  Mar- 
kets. 
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★merchandise  mart  (1) 

215  S.  Main  Phones  883-1950  888-4025 

Stanley  R.  Taylor,  President-General  Manager. 
Wholesale  for  the  Exhibition  of  Furniture  and  House- 
hold Furnishings  by  the  Manufacturer  to  the  Dealer. 


★new  south  furniture  exposition 

CORPORATION  (2)  (Est.  1960) 

236  South  Main  Street  Phone  882-2155 

Arthur  G.  Corpening,  Jr.,  President;  Ed  Mendenhall, 
Vice  President;  Joe  P.  Temple,  Secretary-Treasurer. 

FURNITURE  PLAZA  Exhibition  Building,  NEW  SOUTH 
MOTOR  INN,  and  Schrafft's  Restaurant. 


★SOUTHEASTERN  FURNITURE 

BUILDING  (1)  (Est.  1953) 

201  S.  Main  St.  Phone  888-7187 

J.   L.   Fine,   President;  Samuel  Shavitz,  Secretary-Treas- 
urer. 

For  the  Exhibition  of  Furniture  and  Household  Furnish- 
ings by  the  Manufacturer  to  the  Dealer. 


★SOUTHERN  FURNITURE 

EXPOSITION  BUILDING  (1)  (Est.  1921) 

209  S.  Main  St.  Phone  888-4535 

Henry  A.  Foscue,  President;  S.  H.  Millender,  Vice  Pres- 
ident; Leo  J.  Heer,  Secretary-Treasurer. 

For  the  Exhibition  of  Furniture  by  the  Manufacturer 
to  the  Dealer.  Markets  in  Summer  and  Winter,  usual- 
ly January  and  June,  attract  retailers  primarily  from 
the  Southeastern  states.  Spring  and  Fall  Markets, 
usually  in  April  and  October,  attract  buyers  from 
furniture  and  department  stores  nationally  from 
coast  to  coast.  Admission  for  retailers  of  furniture 
only.  Contains  Exhibits  of  House  Furnishing  and 
Floor  Coverings. 
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HIGH  POINT,  N.  C. 

Hosiery  Capital  of  the  South 

High  Point  hosiery  mills  daily  production 
capacity  exceeds  60,000  dozen  pairs  of  hose. 


and  WHO  makes  It 


HOSIERY  AND  TEXTILE 
DIVISION 

 HOSIERY  MILLS  

*A.  &  L.  HOSIERY  MILLS,  INC.  (2)  (Est.  1947) 

108  Dalton  St.  Phone  883-1776 

Bobby  R.  Laws,  President;  Mrs.  Fronie  L.  Laws,  Vice 

President;   Rufus   F.   Laws,  Jr.,  Treasurer;  Mrs.  May 

C.  Wells,  Secretary. 
Misses7   and    Children's   Anklets,    Crew   Socks,  Bobby 

Socks. 

*ACCLAIM  HOSIERY  MIL^S,  INC.  (2)  (Est.  1950) 

1150  Tryon  St.  Phone  882-3329 

W.  W.  Sharp,  Jr.,  President;  J.  Harriss  Covington,  Sec- 
retary and  Treasurer;  W.  D.  Blanton,  Vice  President 
in  Charge  of  Sales. 

Manufacturers  and  Merchandisers  of  a  Full  Line  of 
Packaged  Hosiery  for  Men,  Women,  Boys  and  Girls, 
Sold  Exclusively  for  Self-Service  Sales  under  the 
Brand  Name  of  Acclaim  and  Lakeshore. 

SALES:  Direct  Representation  in  All  States  East  of  the 
Mississippi. 

*ADAMS-MILLIS  CORPORATION  (8)  (Est.  1904) 

Phone  882-2571 

J.  E.  Millis,  Chairman  of  the  Board;  James  H.  Millis, 
President;  T.  Lynwood  Smith,  Executive  Vice  Presi- 
dent; R.  M.  Bundy,  Vice  Presidenf;  C.  P.  Wirsching, 
Vice  President;  H.  G.  Bell,  Vice  President;  H.  O. 
Williams,  Secretary-Treasurer;  J.  A.  Eshelman,  Jr., 
Assistant  Secretary;  Geo.  V.  Lewis,  Purchasing  Agent. 

Ladies7,  Men's,  Misses'  and  Boys'  Seamless  and  Full 
Fashioned  Hosiery. 

Out  of  Town  Offices:  New  York,  Room  2816,  Empire 
State  Bldg.;  Chicago,  222  W.  Adams  St.;  Pacific 
Coast  Representative,  Sidney  Muller,  552  Mission  St., 
San  Francisco;  James  Jarvis,  819  Santee  St.,  Los  An- 
geles, Calif. 

★ALLEN  JAY  HOSIERY  MILLS  (1)  (Est.  1947) 

Liberty  Road— Mailing  Address  P.  O.  Box  1589  H.  P. 

Phones  882-7330  889-2218 

S.  W.  McDowell,  Owner  &  Manager. 

Men's  and  Boys'  Sport  Socks.  Ladies'  Seamless  Hose 
Made  of  Rayon  and  Cotton.  Ladies'  and  Men's  R.  !. 
Rib  Hose.  Sell  in  Greige  &  Finished. 


WHAT'S  made  in   HIGH  POINT 


*AMOS  HOSIERY  MILLS,  INC.  (4)  (Est.  1916) 

328  Mangum  Ave.  Phone  888-4901 

Phone:  General  Office,  888-4541  888-4542 

R.  T.  Amos,  Sr.,  President;  R.  T.  Amos,  Jr.,  Vice  Presi- 
dent and  General  Manager;  Harold  L.  Amos,  Vice 
President;  *  Wray  AA.  Amos,  Secretary-Treasurer; 
Eleanor  A.  Idol,  Assistant  Secretary-Treasurer. 

Men's  Half  Hose  and  Anklets,  and  Boys'  and  Misses' 
Anklets,  in  Various  Yarns  and  Yarn  Combinations. 

ARCHDALE  MACHINERY 

&  HOSIERY  CO.  (1)  (Est.  1954) 

Hwy.  29  and  70,  East  of  High  Point 

Phone  883-1012 

G.  E.  Brewer,  Secretary-Treasurer;  Ronnie  Brewer,  Vice 

President,  and  Manager. 
Men's  Argyle  Hose  and  Crew  Sox. 

CANADA  F.  F.  HOSIERY  MILL  (1)  (Est.  1954) 

112  Englewood  Dr.  Phone  886-8245 

W.  D.  Canada,  Owner 
Full  Fashioned  Hosiery. 

*CROWN  HOSIERY  MILLS,  INC.  (4)  (Est.  1913) 

449  S.  Wrenn  St.  Phone  882-2561 

G.  H.  Kearns,  President;  Amos  R.  Kearns,  Jr.,  Vice 
President;  Charles  L.  Kearns,  Vice  President  and  As- 
sistant Treasurer;  Amos  R.  Kearns,  Secretary-Treas- 
urer; J.  Allen  Austin,  Jr.,  Vice  President  in  Charge 
Sales. 

Children's,  Misses'  and  Ladies'  Anklets,  Ladies'  Seam- 
less and  Men's  Fancy  Half  Hose. 

New  York  Office:  Empire  State  Building,  Phone  Long- 
acre  5-1828-5-1829. 

DEEP  RIVER  HOSIERY  CO.,  INC.  (1)  (Est.  1946) 

1208  Lincoln  Dr.  Phone  888-7125 

J.  M.  Hoots,  Sr.,  President;  Mrs.  Ann  Winslow, 
Vice  President;  Mrs.  Ivah  Mae  Hoots,  Secretary- 
Treasurer. 

Morpul  Misses'  Anklets  and  Boys'  Ingrain.  Hosiery 
Wholesale. 

DELORES  FULL  FASHIONED 

HOSIERY  MILL  (1)  (Est.  1951) 

3205  Kivett  Dr.  Phone  882-5617 

Jerome  Garner,  Owner. 
Ladies'  Full  Fashioned  Hosiery  in  Gray. 


-60- 


and  WHO  makes  It 


★DIAMOND  MILLS  CORPORATION  (4)  (Est.  1930) 

W.  Point  Ave.,  P.  O.  Box  1910         Phone  882-2567 

Samuel  Rosenblum,  President;  James  P.  AAcDermott, 
Vice  President  and  Comptroller;  Fred  Wiley,  Vice 
President,  Manufacturing;  Harold  Rosenblum,  Secre- 
tary; A.  Rudin,  Treasurer. 

Ladies'  Full  Fashion  Nylon  Hosiery,  51,  54,  60,  66,  75 
Gauges  and  400-Needle  Seamless  Hosiery,  Fruit  of 
the  Loom,  Artcraft  Brands. 

EDDYSTONE  HOSIERY  MILLS,  INC.  (1)  (Est.  1960) 

2011  Bethel  Avenue  Phone  882-9729 

C.  M.  Freeze,  President;  A.  R.  Fuller,  Vice  President; 
Ed  W.  Freeze,  Secretary-Treasurer. 

Ladies  Seamless  Nylon  Hosiery. 

HALTOM  HOSIERY  MILLS,  INC.  (2) 

(Est.  1938,  Inc.  1946) 
Kivett  Dr.  Phone  883-1719 

George  C.  Haltom,  President-Treasurer;  J.  W.  Rogers, 
Vice  President;  Pauleete  R.  Haltom,  Secretary  &  As- 
sistant Treasurer. 

Crew  Sock,  Seamless  Half  Hose  and  Anklets. 

*HARRISS  &  COVINGTON 

HOSIERY  MILLS  (4)  (Inc.  1920) 

300  Oak  St.,  P.  O.  Box  1909  Phone  882-6811 

J.  Welch  Harriss,  President;  J.  Harriss  Covington,  Sec- 
retary-Treasurer; James  AA.  Randle,  Vice  President, 
Sales;  James  C.  Lipscomb,  Vice  President,  Produc- 
tion; H.  P.  Morrison,  Vice  President;  Hobert  T.  Lee, 
Jr.,  Controller. 

Men's  Anklets  and  Half  Hose. 

JEROME  HOSIERY  MILLS,  INC.  (2)  (Est.  1946) 

Kivett  Dr.  Ext.,  P.  O.  Box  52  Phone  889-1341 

Robert  Theodore  Rice,  President;  Eleanor  Rice,  Secre- 
tary-Treasurer. 

Ladies'  Full  Fashioned  and  Seamless  Hose. 

*0.  E.  KEARNS  &  SONS,  INC.  (3)  (Est.  1922) 

518  S.  Hamilton  St.  Phone  882-6223 

Tom  J.  Kearns,  President;  M.  A.  Kearns,  Vice  President- 
Tom  J.  Kearns,  Jr.,  Secretary-Treasurer. 

Men's  Fancy  Half  Hose,  Ladies'  Rayon  and  Mercerized 
Hose,  Nylon  Hose. 

Branch  Offices:  J.  B.  Whitlock  &  Co.,  Empire  State 
Building,  New  York  City;  Chicago,  J.  B.  Whitlock  & 
Co.,  222  W.  Adams  St. 
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★KIDDIE  TOT  HOSIERY  MILLS,  INC.  (3)  (Est.  1945) 
2118  N.- Main  St.  Phones  883-1620  888-6918 

M.  O.  Bollinger,  Jr.,  President;  A.  L.  Bollinger,  Vice 
President;  B.  A.  Bollinger,  Secretary;  J.  J.  *Bollinger, 
Treasurer. 

Infant,  Children  and  Misses  Anklets,  Boys  and  Mens 
Crew  Socks,  Children  and  Misses  Bermuda  and  Calf, 
Hi  Hose. 

KITTY  KNIT  HOSIERY  MILL  (1)  (Est.  1947) 

207  Pine  St.  Phone  883-1190 

N.  C.  Gupton,  Owner. 

Hosiery  Manufacturers  and  Finishers  of  Men's,  Misses', 

and  Infants7. 
Sell  Jobbers  and  Chain  Stores. 

*MELROSE  HOSIERY  MILLS,  INC.  (5)  (Est.  1922) 

1541  English  St.  Phone  882-2541 

Charles  L.  Amos,  Sr.,  Chairman  of  Board;  Charles  L. 
Amos,  Jr.,  President;  R.  Kenner  Amos,  Vice  Presi- 
dent; A.  G.  Smith,  Vice  President;  J.  W.  Hiatt,  Secre- 
tary-Treasurer. 

Men's  and  Boys'  Nylon,  Cotton,  and  Rayon  Half  Hose 
and  Slack  Sox;  Misses'  and  Ladies'  Anklets;  Bobby 
Socks;  Ladies'  Ful  Fashioned  and  Seamless  Hosiery. 
Ladies-Over-The  Knee  Sport  Hose. 

MYLES  HOSIERY  MILLS  (1)  (Est.  1954) 

Clay  St.  Phone  883-1984 

I.  Cabot,  Proprietor. 

Men's,  Boys'  Hosiery;  Girls'  Bobby  Socks;  Cotton,  Mer- 
cerized Cotton  and  Helanca. 

PLYMOUTH  HOSIERY  MILLS,  INC.  (3)  (Est.  1933) 

1801  English  St.  Phones  882-2224  882-4093 

C.  S.  McKenzie,  Jr.,  President;  G.  A.  McKenzie,  Vice 
President;  R.  M.  Jensen,  Secretary-Treasurer. 

Manufacturers  Men's,  Women's  and  Children's  Hosiery, 
Bobby  Socks,  Infants'.  Made  of  Cotton,  Mercerized 
Cotton,  Nylon,  Wool,  Helenca  and  Combination 
Yarns. 

*SILVER  KNIT  HOSIERY  MILLS  (5)  (Est.  1930) 

Cor.  Hamilton  and  Russell  Sts. 

Phones  888-3491  888-3492 
Robert   M.   Silver,    President;   Willard    B.   Myers,  Vice 

President;  Donald  J.  Silver,  Vice  President;  Edward 

Silver,  Secretary-Treasurer. 
Men's  and  Boys'  Fancy  Ingrain  Cotton,  Stretch  Nylon, 

Rayon,  Silk  and  Wool. 
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★SLANE  HOSIERY  MILLS,  INC.  (5)  (Est.  1915) 

311  Mangum  Ave.  Phone  888-4581 

John  C.  Slane,  President;  Mrs.  M.  S.  Finch,  Vice  Presi- 
dent; W.  H.  Slane,  Jr.,  Secretary;  Mrs.  M.  C.  Slane, 
Treasurer. 

New  York  Office.  Empire  State  Building. 
Men's  and  Boys'  Fancy  Hose. 

SMART-SOX,  INC.  (3)  (Est.  1946) 

509  E.  Green  St.  Phone  888-4353 
W.    I.  Brown,   President-Treasurer;   E.   M.   Brown,  Vice 

President;  R.  B.  Frye,  Secretary. 
Hand  Transferred  Misses'  and  Children's  Anklets.  Crew 
Socks.  Doll  Socks.  Used  Machinery  &  Parts. 

STATE  HOSIERY  MILLS,  INC.  (1) 

401  Ward  St.,  P.  O.  Box  342  Phone  883-1045 

W.  H.  Scales,  President-Treasurer;  Mrs.  W.  H.  Scales, 
Secretary. 

Hosiery  Manufacturers  and  Finishers,  Men's,  Misses' 
and  Infants'. 

R.  J.  STEELMAN  COMPANY  (1) 

1312-1314  S.  Main  St.  Phone  883-1084 

R.  J.  Steelman,  Owner. 

Hosiery  Buying,  Finishing  and  Selling.  Distributors  of 
Promotional  Goods. 

TRIANGLE  HOSIERY  CO.  (5)  (Est.  1928) 

510  W.  Grimes  Ave.  Phones  883-1415  883-1416 
Allen    H.   Watkins,   President;   Philip   M.   Russell,  Vice 

President;  T.  R.  Glover,  Secretary;  Allen  H.  Watkins, 

Treasurer. 
Men's  Hosiery. 
Exhibit:  At  Mill. 

Men's  and  Boys'  Hosiery,  Wholesaled. 

*WALSER  HOSIERY  CO.  (1)  (Est.  1951) 

216  Pine  St.  Phones  882-3340  882-3349 

J.  G.  Walser,  Jr.,  Proprietor. 

Manufacturers  of  Misses',  Children's  Hosiery  and  Seam- 
less Stretch  Leotards. 

WHITE  HOSIERY  MILL  (1)  (Est.  1956) 

S.  Main  St.,  Ext.  Phone  882-1729 

J.  B.  White,  President. 
Finishers,  Processors  and  Convertors. 
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OVERALLS,  GARMENTS,  MANUFACTURERS 
(WORK  CLOTHES,  SLIPS,  PETTICOATS 
AND  CHILDREN'S  PANTIES) 


*ANVIL  BRAND,  INCORPORATED  (5)  (Est.  1899) 

146  S.  Hamilton  St.,  &  318  Willowbrook  St., 

1624  North  Main  St.  Phone  882-2531 

Jack  H.  Quaritius,  President;  G.  K.  Hammes,  Vice  Pres- 
ident; Horace  S.  Haworth,  Secretary;  G.  K.  Hammes, 
Treasurer. 

Work  Clothes  and  Sportswear  for  Men,  Women,  and 
Children,  including  Dungarees,  Overalls,  Coveralls, 
Work  Pants,  Shirts,  Matched  Sets  and  Jackets;  Sport 
Shirts,  Blouses,  Shorts,  Under  Trademarks  of  Anvil 
Brand,  Sheraton,  J'Nettes,  and  others. 

*ARCHDALE  MFG.  CO.,  INC.  (3)  (Est.  1945) 

1813  English  St.  Phone  882-6891 

Walter  L.  Schoeneman,  President  and  Treasurer;  R.  D. 

Millar   and   B.   M.   Raphael,   Vice   Presidents;   C.  B. 

Schoeneman,  Secretary. 

Manufacturers   Ladies'  Slips   and  Petticoats,  Children's 

Panties  and  Slips. 

CARE-FREE  LINGERIE,  INC.  (1)  (Est.  1960) 

1501   Potts  Street  Phone  882-0228 

R.  D.  Millar,  President;  B.  M,  Raphael,  Vice  President; 
E.  T.  Nash,  Secretary;  B.  M.  Raphael,  Treasurer. 

Product  Manufactured:  Ladies  &  Childrens  Lingerie. 

MR.  APPAREL,  INC.  (2)  (Est.  1959) 

501  Mangum  Ave.  Phone  882-9217 

Floyd  D.  Mehan,  President;  Mrs.  Floyd  Mehan,  Assist- 
ant Secretary  and  Treasurer. 

Ladies  Sportswear,  Dresses  and  Uniforms. 


YARN,  WEAVING,  HOSIERY  FINISHING, 
UPHOLSTERY  FABRICS  -  TWINES, 
THROWING  AND  DYEING  PLANTS 


*BURLINGTON  THROWING  COMPANY  (3) 

Hillcreast  Plant  (Unit  of  Burlington  Industries) 
Lincoln  Dr.  Phone  882-8135 

John  G.  Graylee,  President;  O.  C.  Clark,  Manufactur- 
ing Manager;  W.  Conway  Owings,  Superintendent. 

Nylon  Throwing. 
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CLOVERDALE  DYE  WORKS  (2)  (Est.  1927) 

417  Greer  St.  Phones  883-1989  882-4181 

J.  E.  Millis,  President;  H.  F.  Hunsucker,  Jr.,  Executive 
Vice  President;  N.  M.  Ayers,  Executive  Vice  Presi- 
dent; James  Wall,  Secretary;  N.  M.  Ayers,  Treasurer. 

Job  Dyeing  and  Bleaching  Hosiery  and  Underwear 
Yarns. 

*DAISY  MILLS,  INC.  (2)  (Est.  1953) 

2118  N.  Main  St.  Phone  883-1207 

Jack  Bollinger,  President;  Bob  Bollinger,  Vice  Presi- 
dent; M.  O.  Bollinger,  Secretary-Treasurer. 

Hosiery  Finishers. 

★HIGHLAND  COTTON  MILLS,  INC.  (4)  (Est.  1913) 

Mills  St.  Phone  882-4181 

J.  E.  Millis,  President;  N.  M.  Ayers  &  H.  F.  Hunsucker, 
Jr.,  Executive  Vice  Presidents;  James  M.  Wall,  Sec- 
retary; N.  M.  Ayers,  Treasurer. 

Sales  Yarn— Combed  &  Carded  and  Dyed  (Cloverdale 
Dye  Works) 

HIGH  POINT  FINISHING  COMPANY  (1) 

1517  Byrum  St.  Phone  885-3265 

James  H.  Byrum,  Owner. 

We  Dye,  Bleach  and  Finish  Men's  and  Children's  Hosiery 
and  Sell  to  Jobbers  and  Chain  Stores. 

★RAINBOW  WEAVERS  (3)_ 

Member  of  Burlington  Industries,  Inc. 

816  E.  Green  St.  Phone  882-2558 

E.  L.   Boyle,  Plant  Manager;  George  Gibhardt,  Office 

Manager;  F.  M.  James,  Personnel  Supervisor. 
Thrown  Rayon  and  Nylon  Yarns,  Greige  Rayon  Cloth 

for  Ladies'  Fine  Dress  Goods  and  Industrial  Fabrics. 

★JAMESTOWN  MILLS  CO.  (2) 

Jamestown,  N.  C.  Phone  888-7236 

T.  C.  Ragsdale,  President;  J.  E.  Foscue,  Vice  President; 

S.  H.  Strickland,  Vice  President;  Wm.  G.  Ragsdale, 

Jr.,   Chairman   of   Board;   L.   M.   Hodgin,  Secretary; 

E.  N.  Phillips,  Treasurer. 
Upholstery  Fabrics. 

★OAKDALE  COTTON  MILLS  (3)  (Est.  1865,  Inc.  1896) 
Jamestown,  N.  C.  Phones  882-3391  882-3392 

Wm.  G.  Ragsdale,  Jr.,  President;  S.  H.  Strickland,  Vice 
President;  T.  C.  Ragsdale,  Treasurer;  L.  M.  Hodgin, 
Secretary. 

Cotton  Yarns  and  Twines,  Natural  and  Colored. 
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★PICKETT  COTTON  MILLS,  INC.  (4)  (Est.  1910) 

1200  Redding  St.  Phones  882-8615  882-8616 

H.  D.  Sears,  Jr.,  President;  Robert  H.  Walker,  Jr.,  Vice 
President;  James  H.  MelMchampe,  Jr.,  Secretary- 
Treasurer;  R.  T.  Norman,  Superintendent. 

Hosiery,  Underwear,  Weaving  Yarn  6's  to  30's,  Carded, 
Single  and  Ply. 


*TEX-ELASTIC  CORPORATION,  INC.  (1) 

Plant  is  Located  116  Petty  St.,  Archdale,  N.  C. 

P.  O.  Box  441  Phones  882-1514  882-8749 

High  Point,  N.  C. 
Olan  W.  Lackey,  President;  W.  C.  Lewis,  Vice  President; 

F.  E.  Lewis,  Secretary-Treasurer. 
Elastic  Hosiery  Yarns. 


★WOOL  NOVELTY  CO.,  INC.  (1)  (Est.  1917) 

103  Whittier  St.  Phone  888-6964 

Manny  C.  Roberts,  President;  Bernard  L.  Roberts,  Vice 
President;  Stanley  H.  Roberts,  Secretary. 

Weaving  Loops,  Weaving  Looms. 


CHEMICALS,  OIL  SPECIALTIES,  DYES 
AND  SOAP  MANUFACTURERS 


B.  B.  CHEMICAL  CO.  (1) 

625  Ward  St. 
Marsden-Slate,  Inc.,  Southern 
Manufacturers  Bos  Tape. 


Phone  882-4184 
Sales  Agents. 


★COLLOIDS  OF  CAROLINA,  INC.  (1) 

1716  Ward  St.  Phone  888-6973 

O.  F.  Anderson,  President;  Harlan  C.  Pruett,  General 

Manager   and   Treasurer;   Henry   F.   Schramm,  Plant 

Superintendent. 
Manufacturers    Chemicals— Textile,    Paper,    Paint  and 

Rubber   Trades.   Sizing   and    Finishing    Products  for 

Natural  and  Synthetic  Fibres. 
Address  all  Correspondence  to  H.  C.  Pruett,  General 

Manager. 


DEEKS  AND  COMPANY  (1) 

300  W.  Green  St.  Phone  882-1322 

Sales  Warehouse.  Paints.  Chemicals. 
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★DUKE  REFINING  CORPORATION  (1)  (Est.  1950) 

2020  Old  Trinity  Road        Phones  883-1796  882-9925 

Hoke  S.  Duke,  President;  Mary  M.  Duke,  Vice  President; 
Carol  Duke  Allred,  Secretary;  Hoke  S.  Duke,  Treas- 
urer. 

Buy  and  Sell— Also  Reprocess  Used  Lacquer  Wash-off 
Solvents  and  Lacquer  Removing  Compounds.  Recon- 
dition, also  Buy  and  Sell  55-gallon  steel  drums  for 
Finishing  Material  Manufacturers  and  Oil  Dealers. 

★HIGH  POINT  CHEMICAL 

MFG.  CO.,  INC.  (1)  (Est.  1946) 

Corner  Taylor  and  Cross  Sts.,  Box  608 

Phone  882-6018 

L.  xW.  Stevens,  President;  Lee  Roy  Parham,  Vice  Pres- 
ident; Clarence  A.  Hustrulid,  Secretary-Treasurer. 

Textile  and  Industrial  Chemicals. 


KLIP-ON  PRODUCTS,  INC.  (1)  (Est.  1959) 

221   E.  Commerce 

J.  V.  Morgan,  Vice  President;  J.  C.  Alexander,  Secre- 
tary &  Treasurer. 

Janitorial  Supplies,  Metal  Klip-On  for  Mops. 

MARK  PRODUCTS,  INC.  (1)  (Est.  1959) 

Hwy.  311,  North 

Mark  Burdette,  President. 

Industrial   Chemicals,  Detergents. 

*MARLOWE-VAN  LOAN  CORP.  (1)  (Est.  1933) 

1511   Byrum  St.  Phone  882-3351 

Tom   A.   Marlowe,   President;   J.   W.   Van   Loan,  Vice 
President-Treasurer;  F.  C.  Munday,  Secretary. 

Textile  Oil  Specialties,  Dyestuffs  and  Chemicals. 

★PIEDMONT  CHEMICAL  INDUSTRIES 

OF  HIGH  POINT,  INC.  (1)  (Est.  1958) 

Westchester  Dr.  Phones  882-4150  882-4159 

Fred  E.  Wilson,  President-Treasurer;  Robert  B.  Wilson, 
Vice  President;  Helen  W.  Bryant,  Secretary. 

Textile  Chemicals. 
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HOSIERY  TRANSFERS  AND  OTHER 
PAPER  PRODUCTS  MANUFACTURERS 


DRI-TRANS,  INC.  (1)  (Est.  1942) 

1549  English  St.  Phone  883-1015 

Nesbit  Caughman,  President  and  ^Treasurer;  Janet  D. 
Caughman,  Vice  President. 

Manufacturers  of  One  and  Two  Color  Dry  Heat  Trans- 
fers for  Hosiery,  Textiles,  Silks  and  Leathers. 

HOLT  MANUFACTURING  CO.  (1)  (Est.  1947) 

1551   English  St.  Phone  882-4317 

Frank  S.  Holt,  President-Treasurer. 
Paper  Procfucts,  Hosiery  Transfers. 

★  INDUSTRIAL  LITHOGRAPH  CO.,  INC.  (2) 

422  Manning  St.  Phones  888-6963, 

883-1017,  888-4661 
Emil  V.  Martocei,  President;  Joseph  Clark,  Vice  Pres- 
ident; Emil  M.  Martocei,  Secretary;  Francis  Martocei, 
Treasurer. 

H.  L.  Dorsett,  Sales  Manager  Southeastern  Division; 
Walter  Sohnchen,  General  Superintendent. 

Creative  Modern  Packing:  Lithography,  Box  Wraps, 
Bands,  Labels,  Riders,  Brochures,  Displays,  Dry 
Transfers:  One,  Two  and  Three  Colors:  Embossed 
Seals,  One  and  Two  Colors,  and  Hang  Tags. 

Material  rrianufactured  and  sold  to  various  mills. 


STAMPAGRAPH  CO.,  INC.  (1)  (Est.  1919) 

1525-27  N.  Main  St.  Phones  882-2312  883-5523 

George  K.  Chadwick,  President-Treasurer. 

One-Two-  and  Three-Color  Novelty  and  Hosiery  Hot 
Iron  Transfers— Embossed  Seals  and  Labels.  Kleen- 
Stick  Seals  and  Labels. 

★TICKETAG  CORPORATION  (1)  (Est.  1948) 

512-514  N.  Wrenn  St.  Phone  882-0105 

Edgar  Snider,  President-Treasurer;  Frank  H.  Hunt,  Vice 

President;   Dixie  T.  Snider,  Secretary;  Maude  Hunt, 

Assistant  Secretary. 
Dry  Cleaner's  Identification  System,  Manufacturers  and 

Distributors. 
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TRI-BEE  LABEL  COMPANY,  INC.  (1)  (Est.  1947) 

1812  English  St.  Phone  888-5603 

W.  A.  Becker,  President;  R.  O.  Becker,  Treasurer;  Ray 
Keever,  Secretary. 

Labels,  Tags— Button,  Folded  and  String,  for  Furniture, 
Textile  and  Bakery  Industries. 

*WAYNE  TRADEMARK  MFG.  CO.  (1)  (Est.  1938) 

607  West  Grimes  Ave.  Phone  882-1518 

Wayne  B.  Sullivan,  President;  Mrs.  Wayne  B.  Sullivan, 
Secretary-Treasurer. 

Dry  Transfers,  Embossed  Seals,  Lithographing,  Transfer 
Irons. 

HOSIERY  AND  TEXTILE  MANUFACTURERS' 
AGENTS  WHOLESALE,  COMMISSION 
AND  CONVERTERS 


E.  C.  DILLON  &  CO.  (1)  (Est.  1934) 

The  Hosiery  Center— 1 53-55  S.  Wrenn  St. 

Phone  882-6713 

E.  C.  Dillon,  Proprietor. 

Carry  Stocks  of  Promotional   Merchandise  for  Agents, 
Jobbers  and  Chain  Stores. 

ELLIS  &  SALE  CORPORATION  (1) 

Room  405,  N.  C.  National  Bank  Bldg. 

Phone  888-4072 

V.  D.  Sale,  President-Treasurer;  E.  D.  Sale,  Vice  Presi- 
dent; M.  D.  Sale,  Secretary. 
Hosiery  Commission  Agents. 

LOUIS  L.  MILLER  HOSIERY  (1) 

P.  O.  Box  5094  Phone  885-7471 

Producer    and    Marketer    of    Children's,    Misses'  and 
Men's  Hosiery.  Sell  to  Wholesalers. 

NORTH  STATE  HOSIERY  COMPANY  (1) 

Room  405,  N.  C.  National  Bank  Bldg. 

Phone  888-4072 

V.  D.  Sale,  Owner. 

Hosiery  to  Wholesalers  and  Chain  Stores. 


M.  M.  SCHWARTZ  CO.  (1) 

441  N.  Wrenn  St. 
M.  M.  Schwartz,  Owner. 
Leather  and  Shoe  Findings. 


Phone  888-5651 
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DISTRIBUTORS  OF  MISCELLANEOUS 
SUPPLIES,  MACHINES  AND  EQUIPMENT 
FOR  HOSIERY  AND  TEXTILE 
MANUFACTURERS 


*ANTHONY,  CHEATHAM  AND  JAMES  (1) 

1720  King  Phone  882-6635 

Southern  Representatives:  Latex  Elastic  Yarn  Division, 
The  B.  F.  Goodrich  Co.,  Doner  Mills  Co.  and  Tem- 
plan  Spinning  Mill. 

*BIVINS  &  CALDWELL,  INC.  (1)  (Est.  1946) 

1923  N.  Main  St.  Phone  882-6873 

John  F.  Bivins,  President;  David  J.  Caldwell,  Vice  Pres- 
ident-Treasurer; C.  M.  Smith,  Jr.,  Secretary. 

Manufacturers'  Sales  Representatives. 

Electronic   Instruments  for   Industry   and  Laboratory. 

JOHN  H.  BANKS  TEXTILES  (1)  (Est.  1944) 

310  W.  Russell  St.  Phone  882-6213 

John  H.  Banks,  Owner. 

Textile  Waste,  Mill  Remnants,  Wiping  Cloth,  and 
Thread  Waste  for  All  Purposes. 

ROBERT  B.  CAMERON  (1) 

1013  Johnson  St.  Phones  882-2318  888-6547 

Textile  Mill  Representative,  Representing:  Elmore  Thread 
Co.,  Spindale,  N.  C;  Sewing  Threads,  Frank  Parizek 
Mfg.  Co.,  285  Madison  Ave.,  New  York  City;  Plastic 
Buttons,  Brand  and  Oppenheimer,  Inc.,  229  Fourth 
Ave.,  New  York  City;  Ideal  Fastener  Corp.,  Long 
Beach,  N.  Y.  (Mfg.  Slide  Fasteners.) 

CARR  MILL  SUPPLY  CO.  (1) 

603  Garrison  Ave.  Phone  888-7245 
Guy  E.  Carr,  Owner. 

Distributor  of  Hosiery  Machine  Parts  and  Mill  Supplies. 

*HEBERLEIN  PATENT  CORPORATION  (1) 

1308  Park  St.  Phone  882-3214 

H.  Layton  Yow. 
Experimental  Lab. 

WILDMAN  JACQUARD  CO., 

BRANCH  OFFICE  (1)  (Est.  1905) 

Home  Office:  Norristown,  Pa. 

2011    English  St.  Phones  888-4011  882-2911 

(Continued  on  Next  Page) 
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Peggy  Kimsey,  Secretary;  Paul  E.  Howard,  Supervisor  of 
Service;  Thomas  West,  President;  Chas.  Miller,  Vice 
President. 

Banner  Seamless  Hosiery  Machinery  which  Includes 
Model  SCP-51,  Multi  Feed  Solid  Color  Pattern;  Model 
SCOP,  Multi  Feed  Solid  Color  Pattern  with  Over- 
plaid;  Model  ARA-400,  Automatic  Transfer  True  Rib 
Top  Anklet  Machine;  Model  DRCS,  Dial  Rib  Crew 
Sock  Machine;  Model  VIP  Versatile  Inlaid  Pattern 
Machine;  also  Circular  Sweater,  F.  F.  Sweater,  Un- 
derwear, Outerwear,  and  Pile  Fabric  Machines. 

*SCOTT  AND  WILLIAMS,  INC.  (1) 

Security  Bank  Building  Phone  882-1219 

Fred  H.  Hallenbeck,  Southern  Manager. 
Hosiery   and   Underwear    Knitting   Machines,   for  Men, 

Women  and  Children. 


MACHINE  AND  PARTS,  MANUFACTURERS 
FOR  TEXTILE  INDUSTRIES 


*AKRON  SPOOL  & 

MANUFACTURING  CO.  (2)  (Est.  1949) 

410  Progress  St.  Phones  882-4323  882-4423 

John  B.  Hawley,  President-Treasurer;  Ralph  S.  Schmitt, 

Vice  President-Secretary;  Emily  B.  Hawley,  Assistant 

Secretary-Treasurer. 
Textile  Spool  Manufacturing  and  Repairing. 

BEAVER  SPRING  AND 

METAL  WORKS  (1)  (Est.  1951) 

Rt.  2,  Box  104  Phone  889-4955 
J.  S.  Beaver,  Owner. 

Metal   Stamping.   Springs  for  the   Hosiery  Trade,  Pre- 
cision Made  Parts  for  Electronic  Equipment,  etc. 

CAROLINA  MACHINE  WORKS  (1)  (Est.  1944) 

Phone  888-4923 
Richard  R.  Johnson,  Jessie  S.  Stone,  Partners. 
Specialize  in  Re-building  Woodwork  Machinery. 

J.  C.  COGGINS  MACHINE  SHOP  (1)  (Est.  1957) 

916  E.  HomesteacJ  Ave.  Phone  882-2712 

J.  C.  Coggins,  President. 

Textile  Machine  Parts,  General  Machinery  Work. 
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H.  E.  CRAWFORD  MILL  SUPPLY  CO.  (1)  (Est.  1942) 

825  S.  Main  Street 

Herman  E.  Crawford,  President;  Thomas  E.  Fulton,  Vice 
President;  David  A.  Smith.  Secretary,  H.  E.  Craw- 
ford, Jr.,  Treasurer. 

Manufacturers  and  Representatives  for  Attachment 
Parts,  Tools  and  Supplies  for  Textile  Industry. 

G  &  J  MACHINE  SHOP,  INC.  (1)  (Est.  1953) 

Phone  882-0718 

Ervin  Jones,  Garland  Garrard  and  Roy  Garrard,  Owners. 
Make  and  Repair  Textile  Machinery  Parts. 

SMITH  MACHINE  SHOP  (1)  (Est.  1960) 

Courtsey  Road  Phone  882-8610 

J.  D.  Smith,  Owner,  President. 

General  Machine  Work.  Knife  Grinding  of  all  Kinds. 

*VAN  HOLT  MACHINE  SHOP  (1)  (Est.  1930) 

315  Mangum  Ave.  Phone  888-4995 

Van  Holt  and  Slane  Hosiery  Mill,  Owner. 

Parts  for  Knitting  Machines  and  General  Machinery 
Work. 

M.  &  R.  MACHINE  COMPANY  (1) 

107  Cecil  Phone  888-5938 

L.  P.  Magnin  and  W.  M.  Robinson,  Partners. 
Repairs  on  All  Types  Machinery,  Veneer  Machinery  a 
Specialty,  Welding,  Textile  Parts  and  Repairs.  Man- 
ufacture Machines  to  Order. 

MACON  MACHINE  SHOP  (1)  (Est.  1951) 

2008  Centennial  Ave.  Phone  888-6990 

John  I.  Macon,  Owner. 

Hosiery  Machine  Farts  and  Repairs;  Specializing  in  He- 
liarc  Welding  of  Stainless  Steel;  Manufacture  of  Ro- 
tary Paddle  and  Dyeing  Machinery.  Sales  and  Service. 

PIEDMONT  MACHINE  COMPANY  (1)  (Est.  1952) 
Adjoining  Kellam  Foundry 

P.  O.  Box  1468  Phone  883-1918 
W.  H.  Marlette,  Owner. 

Engineering  Designing  and  Manufacturing  of  Special 
Machinery. 

RUTH  MACHINE  SERVICE  (1)  (Est.  1938) 

P.  O.  Box  804,  601  Garrison  Ave.  Phone  888-7912 
P.  H.  Ruth. 

Specialize  in  Custom  Made  Springs,  Unlimited  Quanti- 
ties for  All  Kinds  of  Machinery. 
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WILSON  MACHINE  COMPANY  (1) 

Garrison  Ave.  Phone  883-1289 

A.  C.  Wilson,  Owner. 
Textile  Parts  and  Repairs. 


MANUFACTURERS,  OTHER 
DIVISION 

ABBATOIR— MEAT  PROCESSING-POULTRY 

★COLONIAL  FREEZER  LOCKERS,  INC.  (1)  (Est.  1946) 
1730  N.  Main  Street  Phone  883-1941 

Vance  E.  Proctor,  President;  Ralph  S.  Snyder,  Vice 
President-Secretary. 

Curing,  Processing,  Zero  Storage,  Rental  Lockers,  Sale 
of  Frozen  Foods  and  Meats. 


★MODERN  POULTRY,  INC.  (2)  (Est.  1949) 

2006  N.  Main  Phone  888-5625 

John  W.  Burwell,  Jr.,  President-Treasurer;  Joseph  R. 
Burwell,  Vice  President;  Luona  M.  Burwell,  Secretary. 

Poultry. 


SAPP  ABBATOIR  (1)  (Est.  1955) 

RFD  2  Phone  883-5826 

Frank  C.  Sapp,  Owner. 
Slaughtering   and  Meat  Processing. 


SKEEN  PACKING  CO.,  INC.  (1)  (Est.  1953) 

3510  Kivett  Dr.  Ext.  Phones  888-7243  888-7902 

Troy  M.  Skeen,  President;  John  L.  Skeen,  Vice  Presi- 
dent; Thomas  A.  Farlow,  Secretary-Treasurer. 

Carcass  Beef,  Veal,  Pork,  Sausage,  Packaged  Meats. 


BUS  BODIES  -  COACHES 


*PERLEY  A.  THOMAS 

CAR  WORKS,  INC.  (2) 

1^08  Courtesy  Road 
J.  W.  Thomas,  Sr.,  President; 

ident;  Miss  Mary  Thomas, 

Price,  Treasurer. 
Bus  Bodies. 


(Est.  1917 
Phone  882-8171 
J.  N.  Thomas,  Vice  Pres- 
Secretary,  Mrs.  Melva  T. 
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MOBILE  HOMES 


*PRINS  OF  HIGH  POINT  CORP.  (1)  (Est.  1959) 

Prospect  St.  Overpass  on  Super  Highway 

Phone  883-1461 

Charles  Prins,  President;  Joe  Williams,  Jr.,  Vice  Pres- 
ident; H.  Irwin  CofTield,  Secretary;  Phyllis  AA.  Good- 
man, Treasurer. 

"Princely"  Mobile  Homes  sold  only  through  Franchised 
Retail  Dealers. 

FIBER  GLASS  YACHTS  &  BOATS 


*HATTERAS  YACHT  COMPANY  (1)  (Est.  1959) 

129  S.  Wrenn  St.  Phones  882-1049  882-0520 

Willis  H.  Slane,  Jr.,  President;  J.  Harriss  Covington, 
Vice  President;  Curtis  Smithdeal,  Secretary;  George 
W.  Lyles,  Jr.,  Treasurer. 

Boat  Manufacturer-Dealer  distribution. 

C.  &  L.  FIBRE  GLASS  PRODUCTS  CO  (1) 

1623  E.  Washington  St.  Phone  888-5640 

Joe  Cox,  James  Lipscomb,  Partners. 
Fiber  Glass  Outboard  Motor  Boat. 

BUILDING  MATERIAL  MANUFACTURERS 
AND  WHOLESALERS 


ALL  HOME  IMPROVEMENTS  COMPANY  (1)    (Est.  1957) 
219  N.  Centennial  Phone  882-31  12 

W.  L.  Ledbetter,  Owners. 

Re-modeling,    concrete    work,    storm    windows,  doors, 
and  etc. 

ATLAS  CONCRETE  BLOCK  CO.  (1)  (Est.  1946) 

Rt.  5  Phone  888-7291 

Wilford  M.  Boylen,  Manager. 

Slag  Blocks,  F.H.A.  Approved  Stepping  Stones,  Splash 
Blocks. 

*B.  &  W.  ALUMINUM  PRODUCTS  CO.  (1) 

436-438  E.  Washington  St.  Phones  888-6463  888-4297 
P.  B.  Cavarnos,  Owner. 

Manufacture    and    Distribute    Aluminum    Storm  Doors, 
Storm    Windows,    Screen    Doors,    Window  Screens, 
(Continued  on  Next  Page) 


-  74  - 


and  WHO  makes  It 


Jalousie  Doors,  and  Aluminum  Jalousies.  Aluminum 
Columns  and  Railings  and  Bath  Enclosures  and 
Shower  Door. 

CHILDERS  CONCRETE  CO.  (1) 

(Est.  1939,  Local  1956) 
200  Wise  St.  Phone  888-5936 

F.  E.  Childers,  Sr.,  President;  F.  E.  Childers,  Jr.,  Vice 
President;  Mary  Ann  Childers,  Secretary-Treasurer. 

Certified  Ready-Mixed  Concrete,  Contractors  in  Curb 
and  Gutter,  Walks,  Floors,  etc. 

DE-LITE  VENETIAN  BLIND  COMPANY  (1) 

311   Rand  Blvd.  Phone  882-4219 

W.  F.  Rush,  Owner. 

Custom  Made  Venetian  Blinds  Made  of  Flexalum. 

THE  FLINTKOTE  CO. 

New  York  City 
Represented  by  Richard  W.  Marshall 

1014  Country  Club  Dr.  Phone  888-5912 

Roofing,  Siding,  Insulation,  Acoustical  Tile  and  Gypsum 

Products. 

★HEDGECOCK  LUMBER  CO.,  INC.  (1)  (Est.  1928) 

1213  Ward  St.  Phone  882-4101 

Dale  C.  Montgomery,  Secretary  and  Treasurer;  Delos 
S.   Hedgecock,  President. 

Framing,  Sheathing,  Siding,  Flooring,  Ceilings,  Knotty 
Pine  Paneling,  Mouldings,  Fir  Panel  Board,  Plaster- 
ing Material,  Sheet  Rock,  Builders'  Hardware,  Cur- 
tis Millwork  and  Cabinets,  Brick,  Brixment,  Lime,  Ce- 
ment, Paints,  Oils,  Asphalt  Roofing,  Rock  Wool  Insu- 
lation, Terra  Cotto  Products.  A  Complete  Builders' 
Service. 

★HIGH  POINT  CANVAS  SHOP,  INC.  (1) 

335  W.  Burton  St.  Phone  888-4306 

W.  L.  Snider,  Owner. 
Tarpaulins,   Furniture   Pads,  Awnings. 

HIGH  POINT  CONCRETE  PRODUCTS  (1)  (Est.  1955) 
710  Fairfield  Road  Phone  882-2029 

R.  H.  Lassiter,  Owner. 

Pre-cast  Concrete,  Septic  Tanks,  Concrete  Steps,  Patio 
Stone,  Splash  Block,  Survey  Monuments,  Post  and 
etc. 
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*KEAffNS  TENT  &  AWNING  CO.  (1)  (Est.  1931) 

2227  S.  Main  St.  Phone  882-1313 

B.  F.  Kearns,  President;  Canary  J.  Kearns,  Secretary; 
B.  F.  Kearns,  Treasurer. 

Aluminum  and  Canvas  Awnings,  Tarpaulins,  Canvas 
Bags,  Canvas  Trucks,  Furniture  Pads,  Dye  Nets, 
Aluminum  Storm  Windows  and  Doors,  Jalousies,  Win- 
dows and  Doors,  Aluminum  Awning  Windows. 

*W.  E.  LINTHICUM  &  SON  (2)  (Est.  1900) 

406  Tomlinson  St.  Phones  888-5922  882-3384 

Mrs.  W.  H.  Linthicum,  Sr.,  President;  W.  H.  Linthicum, 
Jr.,  Vice  President-Treasurer;  Mrs.  Lucille  Linthicum 
Ingram,  Secretary. 

Certified  Ready  Mixed  Concrete. 

★MANUFACTURERS  SUPPLY  CO.,  INC.  (1)      (Est.  1946) 

722  English  St.  Phone  888-5948 

R.  Bruce  Surratt,  President;  C.  R.  Myers,  Vice  President; 

Mrs.  R.  B.  Surratt,  Secretary-Treasurer. 
Building    Materials,    Queen    City    Water    Tube  Boilers, 

Aluminum  Roofing,  Asbestos  Siding,  Storm  Windows 

and  Doors. 
Wholesaled  and  Distributed. 


MONARK  SHADE  CO.  (1)  (Est.  1936) 

1406  N.  Main  St.  Phone  882-1616 

J.  W.  Younts,  Owner. 

Manufacturer    of    Monark    Finer    Venetian    Blinds  and 

Window  Shades. 
Distributor  of  Venetian  Blind  Supplies. 
Wholesale,  Retail.  Kirsch  'Drapery  Hardware,  Aluminum 

Awnings,   Kirsch   Draw  Curtain  Rods. 


MOYD  METAL  AWNING  CO.  (1)  (Est.  1956) 

P.  O.  Box  1109  Phone  882-3863 

Jack  T.  Moyd,  President;  Elizabeth  S.  Moyd,  Secretary- 
Treasurer. 

Aluminum  Awnings— Manufactured,  Installed,  Retail  or 
Wholesale.  Storm  Windows  and  Doors— Sold  and  In- 
stalled. Home  Improvements  Made.  Ornamental  Iron 
Works. 


NAVACO,  INC.  (1)  (Est.  1956) 

418  W.  Broad  St.  Phone  882-2123 

Frank  Mason,  President;  George  E.  Watson,  Vice  Pres- 
(Continued  on  Next  Page) 
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ident  in  Charge  of  Production;  Darrell  Johnston,  Vice 
President  in  Charge  of  Sales;  Harold  Johnson,  Secre- 
tary-Treasurer; Grady  Helmsteter,  Local  Plant  Man- 
ager. 

Aluminum  Patios,  Carports,  Awnings,  Rigid  Vinyl  Awn- 
ings Wholesaled. 

*PAT  BROWN  LUMBER  CORP.  (2) 

1601  N.  Main  Phone  882-6806 

Wholesale  Lumber. 

★PEERLESS  FLOORING  COMPANY  (2)  (Est.  1924) 

Springdale  and  Southern  Railway  Phone  882-4812 
J.  A.  Johnson,  Secretary-Treasurer. 

Manufacturers  Hardwood  Flooring,  Treads,  Mouldings 
and  Lumber. 

ED  SMITH  SEPTIC  TANK  PLANT  (1) 

Brookdale  Dr.  Phone  882-2429 

Charles  E.  Smith,  Owner. 
Manufacturer,  Install  and  Pump— Ditching. 

*SNOW  LUMBER  CO.  (2)  (Est.  1880) 

200  E.  Springdale  Phone  882-3396 

P.  H.  Dalton,  Jr.,  Vice  President;  P.  H.  Dalton,  Sr.,  Secre- 
tary-Treasurer. 

Lumber  and  Millwork— Manufactured.  Distributor  for  all 
types   Lumber,  Hardware   and   Building  Supplies. 

★SOUTHLAND  SUPPLY  CO.,  INC.  (1)  (Est.  1951) 

711  Greensboro  Rd.  Phones  888-9920  888-9937 

W.  B.  Delk,  President;  W.  B.  Delk,  Jr.,  Vice  President 
and  General  Manager;  M.  Preston  Sechrest,  Vice 
President;  Topsy  Delk,  Secretary-Treasurer. 

Building  Materials. 

*ZONOLITE  COMPANY  (1) 

910  Ward  St.  Phones  888-9978  888-71  16 

J.  A.  Kelly,  President;  R.  W.  Sterrett,  Vice  President; 
L.  P.  Hollis,  Jr.,  Division  Sales  Manager;  Mrs.  Ruth 
F.  Joyce,  Office  Manager. 
Zonolite  Home  Insulation,  Zonolite  Masonry  Fill  Insu- 
lation, Zonolite  Lightweight  Aggregates  for  Plaster 
and  Concrete,  Zonolite  Glass  Fiber  Home  Insulation 
and  Terra-Lite  Soil  Conditioner. 
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HARDWARE  DIMENSION  STOCK 
SHUTTLE  BLOCKS,  BOBBIN  HEADS, 
PICKER  STICKS 


*JOSEPH  J.  COX  COMPANY  (1)  (Est.  1946) 

P.  O.  Box  826  Phone  888-5640 

1625  E.  Washington  at  Hoskins 

Joseph  J.  Cox,  Owner. 

Picker  Sticks,  Shuttle  Blocks,  Dogwood  Dimension 
Stock. 

JOS.  D.  COX  &  SONS,  INC.  (1)  (Est.  1868) 

1625  E.  Washington  St.,  P.  O.  Box  826 

Phone  888-5640 

Jos.  D.  Cox,  President;  Joseph  J.  Cox,  Secretary-Treas- 
urer. 

Dogwood,  Persimmon,   Hickory  Dimension  Stock,  Shut- 
tle Blocks. 


ELECTRONICS  MANUFACTURING 


MAC-netic  TAPE  CO.  (2)  (Est.  1960) 

Model  Farm  Road  Phone  882-8138 

J.  H.  Millis,  Chairman  of  the  Board;  R.  M.  Duggins, 
President;  W.  B.  Collins,  Sr.,  Vice  President;  W.  C. 
Harris,  Vice  President;  H.  O.  Williams,  Secretary  & 
Treasurer;  A.  W.  Raulston,  Assistant  Secretary  & 
Treasurer. 

MAC-netic  Tape,  Instrumental  Tape,  Computer  and  Re- 
cording Tape. 

*MAC  PANEL  COMPANY  (1)  (Est.  1958) 

A  Division  of  Adams-Millis  Corp. 

124  College  St.  Phone  882-8138 

Plant:  105  Gaylord  St. 

R.  M.  Duggins,  President;  A.  W.  Raulston  &  Willis  C. 
Harris,  Vice  Presidents;  H.  O.  Williams,  Secretary. 

Manufactured  Control  Panels  and  Wires  for  IBM  Elec- 
tric Accounting  Machines  and  Electronic  Data  Pro- 
cessing Machines. 
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POLYURETHANE  FOAM  MANUFACTURING 

*PHILLIPS-FOSCUE  CORPORATION  (2)  (Est  1957) 

1950  West  Green  Avenue  Phone  888-4543 

Earl  N.  Phillips,  Chairman  of  the  Board;  Dr.  Aubrey  C. 
Nease,  President;  T.  R.  Weymouth,  Vice  President  & 
General  Manager;  John  Hailey,  Vice  President— Sales; 
Milton  Heffler,  Vice  President— Production;  Dr.  C.  L. 
Wilson,  Vice  President— Research;  James  E.  Foscue, 
Secretary-Treasurer. 

Polyether  Foams  for  the  Furniture,  Bedding  and  Auto- 
motive Industries. 


PRINTING  -  RUBBER  PRINTING  PLATES 


*CALDWELL  STAMP  &  PRINTING  CO.  (1)  (Est.  1935) 
209  E.  Russell  St.  Phone  883-1976 

Frank  B.  Caldwell,  Owner. 

Printing,  Rubber  Stamps,  Rubber  and  Metal  Marking 
Devices,  Photolithography. 

★CAROLINA  REPRO-GRAPHIC,  INC.  (1)  (Est.  1953) 

604  S.  Hamilton  St.  Phone  888-5676 

Harold  Cadmus,  Jr.,  President;  Robert  R.  Cadmus,  Vice 
President;    Harold    Cadmus,    Sr.,  Secretary-Treasurer. 

Rubber  Printing  Plates,  Corrugated  Box  Printing  Dies. 

CLINARD  PRINTING  COMPANY  (1)  (Est.  1929) 

114-116  Willowbrook  Street  Phone  883-1133 

Edward  H.  Tinsley,  President-Treasurer;  Mary  C.  Tin- 
sley,  Vice  President;  M.  J.  Sutherland,  Secretary. 

Printing  and  Lithography,  Stationery,  Bookkeeping  and 
Production  Control  Forms,  All  Types  Advertising  Lit- 
erature, Catalogs,  Booklets,  Pamphlets,  Mailers  and 
Price  Lists.  Hosiery  Cappers  and  Bands.  Furniture 
Prints.  Negative  and  Plate  Making  Service. 

THE  CREATIVE  PRINT  SHOP  (1)  (Org.  1920) 

1302  English  Street  Phone  882-8617 

J.  P.  Laffoon,  Owner. 
Quality  Printers. 

DAVIS  PRINTING  COMPANY  (!) 

259   Crestwood   Park— Greensboro  Rd. 

Phone  882-9690 

Era  Davis,  Owner. 

Printing  Die  Cutting,  Office  Forms. 
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*DOUGLAS  PRINTING  COMPANY  (1)  (Est.  1957) 

1654  English  St.  Phone  882-4327 

Paul  Douglas,  Owner. 

Printers  and  Lithographers.  All  Types  of  Commercial 
Printing.  Furniture  Prints,  Folders,  Catalogs  and 
Mailers.  Printed  in  Four  Color  Process  and  Black 
and  White.  Negatives  for  the  Printing  Trade. 

★ELECTRONIC  ACCOUNTING  CARD 

CORPORATION  (1)  (Est.  1957) 

2406  National  Blvd.  Phones  882-8117  882-8118 

Edgar  Snider,   President  &  Treasurer;  T.  W.  Sprinkle, 

Secretary;  Craig  Kester,  Assistant  Secretary. 
Complete   Line   of  Standard   and   Specially  Tabulating 

Cards,  Checks  and  Forms  for  Office  Automation. 

ENTERPRISE  PHOTO  ENGRAVERS  (1) 

305-307  N.  Main  St.  Phone  888-5665 

Richard  Coltrane,  Manager. 

Artists— Photographers— Designers— Photoengravers. 

*HALL  PRINTING  COMPANY  (1)  (Est.  1920) 

135  S.  Hamilton  St.  Phones  882-2116  882-1314 

W.  B.  Hall,  President;  Bill  Hall,  Jr.,  Vice  President  and 
Manager. 

Commercial  Printing.  Letterpress  and  Offset.  Business 
and  Professional  Stationery.  Books,  Pamphlets,  Cata- 
logs. All  Kinds  Advertising  Folders;  Black  and  White 
and  Four  Color  Highest  Quality  Process  Printing. 

KESSLER  PRINTING  CO.  (1)  (Est.  1938) 

1414  Bridges  St.  Phone  882-6113 
A.  A.  Kessler,  Proprietor. 

All   Kinds  of  Printing— Job,  Personal,  Special  Printing, 

Tickets,  Announcements,  Stationery,  Die  Cutting,  etc. 

★MICKEY  PRINTING  COMPANY,  INC.  (1)  (Est.  1934) 
2352  English  St.  Phone  882-4621 

F.  J.  Mickey,  President  and  Treasurer;  Frank  J.  Mickey, 
Jr.,  Vice  President;  Mrs.  F.  J.  Mickey,  Secretary. 

Printing  and  Lithography— Commercial  Printing,  All 
Types  Advertising  Printing,  Catalogs,  Box  Wraps, 
Prints  and  Folders,  Snap-out  Forms  and  Die  Cutting, 
Hang  Tags  Printed  and  Strung  with  Special  Equip- 
ment. 


-80- 


and  WHO  makes  It 


OAKVIEW  PRINTING  COMPANY  (1)  (Est.  1950) 

212  Oakview  Rd.  Phone  888-6968 

Paul  J.  Shaver,  President;  W.  D.  Turner,  Partner. 

Commercial  Job  Printing,  Lithographic  Printing,  Cata- 
logs and  Direct  Mailing  Pieces. 

ORANGE  PRINTING  COMPANY  (1) 

225  E.  Commerce  St.  Phone  882-6124 

I.  V.  Orange,  Owner. 

Qualified  Printer,  Specializing  in  Letterpress  Printing. 

THE  RHODES  PRESS  (1)  (Est  .  1925) 

130  W.  Commerce  St.  Phone  888-5282 

Eva  G.  Alexander,  Owner. 
Picture  Frames  and  Fine  Art  Prints. 

THE  SERVISIGN  COMPANY,  INC.  (1)  (Est.  1951) 

1806  English  St.  Phone  888-5976 

O.  Arthur  Kirkman,  President;  David  C.  Gadd,  Vice 
President;  J.  T.  Bruton,  Secretary-Treasurer. 

Commercial  Artists— Silk  Screen  Printers— Silk  Screen 
Plate  Manufacturers— Advertising  Displays. 

*SNIDER  PRINTING 

COMPANY,  INC.  (1)              (Est.  1932,  Inc.  1955) 

510  N.  Wrenn  St.  Phone  883-1242 

Edgar  Snider,  President  and  Treasurer;  Robert  C.  Snider 

and  Wallace  Hinkle,  Vice  President;  Dixie  T.  Snider, 

Secretary. 

Commercial  Printing,  Job  and  Book  and  Newspaper 
Printing,  Stationery. 

★SOUTHERN  FURNITURE  NEWS,  INC.  (1)  (Est.  1959) 
136  Southern  Furniture  Exposition  Building 

Phone  882-2713 

Ed  Kemp,  President;  Henry  A.  Foscue,  Vice  President- 
Tom  A.  Finch.  Secretary;  D.  A.  Rawley,  Treasurer. 

Furniture  trade  tabloid  newspaper.  Distributed  nation- 
ally to  retail  furniture  dealers,  manufacturers,  sup- 
pliers, department  stores  selling  furniture,  syndicate 
buyers,  etc.  (Total  cir.  19,747) 

★WASHBURN  PRINTING  CO.  (1) 

227  Professional  Building  Phone  888-7005 

Home  Office:  214  W.  Morehead,  Charlotte,  N.  C. 
Jack  Britt,  Jr.,  Manager. 
Industrial  Printing.  Color  Lithography. 

L.  A.  WELCH  PRINTING  CO.  (1)  (Est.  1921) 

112  N.  Wrenn  St.  Phone  882-6226 

L.  A.  Welch,  Owner. 
Printing. 
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STORE  FIXTURES,  WOOD  AND  METAL 


*HIGH  POINT  FIXTURE 

MANUFACTURING  CO.  (1)  (Est.  1958) 

Tate  Street,  P.  O.  Box  1070  Phone  882-4156 

Carl  J.  Reith,  President;  A.  C.  Edens,  Vice  President; 

J.  B.  Pollard,  Secretary-Treasurer. 
Fixtures  and  Equipment  Used  in  the  Retail  Food  Stores 

Operated  by  Colonial  Stores. 

SAN-MOR  COMPANY  (1)  (Est.  1956) 

110  Springdale  St.  Phone  882-2623 

John  T.  Polk,  President. 

Manufacture  Fine  Display  Cabinets— Also  Mould  Sand- 
ing Forms. 


TOYS  -  ADVERTISING  NOVELTIES 
MANUFACTURERS 


AUTOGRAPHED  BALL  CO.  (1)  (Est.  1948) 

1833  N.  Main  Street  Phone  882-6419 

Dick  Culler,  Owner. 

Manufacturers  of  Autographed  Baseballs  of  Major 
League  Baseball  Clubs. 

*FLI-BACK  COMPANY,  INC.  (2)  (Est.  1931) 

716  W.  Green  St.  Phone  882-8128 

J.  E.  Gibson,  Sr..  President;  J.  E.  Gibson,  Jr.,  Vice  Pres- 
ident; R.  M.  Gibson,  Treasurer;  Edward  Klug,  Tech- 
nical Director. 

Rubber  Toys,  Wooden  Toys. 

*MIRRO-PRODUCTS  COMPANY  (1)  (Est.  1937) 

1109  Tate  St.  Phones  883-1163  888-7958 

C.  R.  Wisenburg,  President;  W.  A.  Horney,  Jr.,  Vice 
President-Treasurer. 

Advertising  Signs  of  Glass,  Mirror,  Plastic  and  Wood. 
Contract  Printing  on  Metal  for  Dials,  Vacuum  Formed 
Plastic  for  Package  Components,  Advertising  Display, 
Vacuum  Formed  Furniture  Drawer  Tray  and  Drawer 
Components.  Silk  Screens  for  Furniture  Trade. 

*SOCK-IT  COMPANY,  INC.  (2)  (Est.  1944) 

716  W.  Green  St.  Phone  882-8128 

James  E.  Gibson,  Jr.,  President;  Josephine  G.  Tipton, 
Vice  President;  Virginia  G.  Griffith,  Secretary-Treas- 
urer. 

Toy  Wood  Tops,  Spinning  Tops,  Balloon  Sticks. 
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PAPER  BOXES,  TUBES,  SHIPPING 
CONTAINERS  AND  PACKING  MATERIAL 


★CAROLINA  CONTAINER  CO.  (2)  (Est.  1928) 

Prospect  Rd.  Phone  883-1441 

C.  T.   Ingram,  Jr.,  Vice  President-Treasurer-Manager. 
Corrugated  Board  and  Shipping  Containers. 

★THE  FOX  PAPER  CO.  (1) 

220  Ward  St.  Phone  888-9913 

R.  Walker,  Chairman  of  the  Board;  H.  W.  Nichols, 
Jr.,  President-Treasurer;  John  J.  Rowe,  Vice  Presi- 
dent; R.  W.  Herr,  Executive  Vice  President;  Chester 
Drury,  Vice  President-Secretary. 

Home  Office  Lockland,  Cincinnati,  Ohio;  Allen  Arnold, 
Local  Representative. 

Sulphate  and  Sulphite  Machine  Glazed  Plain  or  Striped 
Wrapping  and  Bags,  also  Special  Colors:  #1  M.  G. 
Kraft  Envelope,  Interleaving,  Waxed  Paper,  Creped 
Kraft,  Flame  Resistant  Kraft,  Blue  Macaroni,  Un- 
gummed  Tape  Plain  or  Printed;  Decorated  and  Trade 
Marked  Wrapping  Paper,  Plain  M.  G.  and  Decorated 
Box  Covering;  M.  F.  Kraft,  Drawing,  Die  Wiping, 
Kraft  Mill  Wrappers,  Kraft  Cone  Wrap  and  Special- 
ties; Lightweight  Chip  Board,  News  Board,  Dry  and 
Water  Finish  Easy  Bending  Board,  Corrugating  Me- 
dium, M.  F.  and  M.  G.  Screenings,  Rag  Ham  Wrap- 
ping, Saturating  Board,  Carlining,  Sheathing  Building 
Paper;  Indented  Packing  Paper  (Chekjar),  Lined  In- 
dented Rolls,  Sheets  and  Tubes  (Secure-Rap);  Fruit 
Packing  Pads,  Indented  Paper  Pads  and  Blankets  for 
Furniture,  Metal  and  Glass;  Packing  Specialties, 
Stuffing  Paper,  Plain  and  Indented  Bottle  Wrappers 
and  Sleeves,  Non-Nesting  Indented  Board,  Fox-Pak 
Cellulose  Wadding;  Corrugated  Cake  Circles  and 
Pads. 

*HIGH  POINT  PAPER 

BOX  CO.,  INC.  (3)  (Est.  1908) 

319  Mangum  Ave.  Phone  882-3304 

John  C.  Foy,  President;  I.  Paul  Ingle,  Vice  President. 
Set  Up,  Folding  and  Transparent  Boxes. 

J.  &  G.  PAPER  PAD  CO.  (1)  (Est.  1960) 

310  New  Road  Phone  882-0223 

John  C.  Hill,  Dural  D.  Sechrest,  Partners. 

Wrapping  Pads,  and  Border  Strips  for  Upholstered 
Furniture. 
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★JIFFY  MFG.  CO.  (2) 

616  W.  Green  St.              Phones  888-4371  888-6481 

Packing    Materials    for    Furniture   and    Other  Industrial 
Items.   Insulating  Bags  for  Ice  Cream. 

MONTGOMERY  PAPER  BOX  CORP.  (1)  (Est.  1960) 

511   AAangum  Ave.,  Phones  882-0218  882-0418 

Sidney  W.  Rosinsky,  President. 
Paper  Boxes. 

TRIVETTE  BROTHERS  BOX  CO.  (1) 

2915  Kivette  Drive  Phone  882-6902 

Rodney  Trivette,  Manager. 
Manufacturing   Hosiery  Boxes. 

UNION  BAG-CAMP  PAPER  CORPORATION  (3) 

Jamestown,  N.  C.  Phone  H.  P.  888-5033 

Greensboro  BRoadway  4-0173 
Corrugated  Shipping  Containers. 

FOOD  PRODUCTS  MANUFACTURERS 


★AMERICAN  BAKERIES  COMPANY  (3)  (Est.  1923) 

920-922  W.  Broad  St.  Phones  888-4556  888-4557 
O.  D.  Pace,  Manager. 

Merita  Bread  and  Cakes.  Wholesale  Manufacture. 

*THE  BORDEN  CO.- 

SOUTH  ATLANTIC   DIVISION  (1)  (Est.  1857) 

1900  N.  Main  St.  Phones  888-5051  888-4553 

W.  R.  Comfort,  President;  R.  D.  Wooster,  Jr.,  A.  C. 
Perry,  C.  F.  Rossignol,  Vice  Presidents;  R.  K.  Good- 
win, Secretary  and  Treasurer. 

The  Borden  Company— High  Point  Plant. 

A.  M.  Stuart,  Jr.,  Manager. 

*CLINARD  MILLING  COMPANY  (1)  (Est.  1921) 

S.  Hamilton  at  Davis  St.  Phone  882-1325 

John  W.  Clinard,  Jr.,  President;  Ruth  M.  Clinard,  Vice 
President;   Gilbert    H.   Clinard,  Secretary-Treasurer. 

Wheat  Flour,  Burr  Ground  Corn  Meal,  Millfeeds,  Dairy 
and  Poultry  Feeds. 

COLORADO  MILLING  & 

ELEVATOR  CO.  (1)  (Est.  1956) 

403  W.  Green  St.  Phone  882-1723 

Home  Office:  Denver,  Colorado. 
Dallas  C.  Craven,  Manager. 
Bulk  Flour  Terminal. 
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*W.  A.  DAVIS  MILLING  CO.  (2)  (Est.  1926) 

126  S.  Centennial  St.         Phones  882-1819  882-4322 

Mrs.  W.  A.  Davis,  President;  W.  Paul  Davis,  Vice  Presi- 
dent; Robert  Davis,  Secretary-Treasurer. 

Flour,  Corn  Meal,  Dairy,  Poultry,  Dog  Feed  and  All 
Kinds  of  Stock  Feeds: 

ELITE  BAKERY  (1) 

117  E.  Washington  St.  Phone  882-2321 

Stanford  Smith,  Owner. 
Pies  and  Other  Bakery  Products. 

INDUSTRIAL  FOOD  CATERING 

SERVICE  (1)  (Est.  1960) 

Prospect  St.  Phone  887-8357 

H.  L.  Griffin,  President. 

Hot  Sandwiches,  Assorted  Sandwiches,  Coffee,  Hot 
Soups. 

★LINDALE  DAIRY  CORPORATION  (2)  (Est.  1933) 

124  W.  Lexington  Ave.  Phone  888-4538 

C.  H.  Williard,  Sr.,  President-Treasurer;  C.  H.  Williard, 
Jr.,  Vice/  President-Secretary. 

Milk  and  Ice  Cream,  Butter  and  Other  Dairy  Products. 

QUALITY  PASTRY  SHOP  (1) 

317  N.  Main  St.  Phone  883-1166 

Mrs.  Odell  Calhoun,  President;  T.  R.  Bruce,  Vice  Presi- 
dent. 

Wholesale  and  Retail  Bakery  Products.  Retail  Merchan- 
dise. Serving  Institutions. 

SPECIALTY  FOOD  PRODUCTS  DIVISION  OF 

W.  A.  DAVIS  MILLING  CO.  (1)  (Est.  1958) 

233  W.  Russell  Street  Phone  882-3712 

Mrs.  W  A.  Davis,  President;  W.  Paul  Davis,  Vice  Pres- 
ident; Robert  Davis,  Secretary-Treasurer;  George  M. 
Spinnett,  Manager. 

Wholesale  Product  Manufactured— Davis  Heat  N'  Eat 
Hush  Puppies  (Fresh  Frozen). 

SPRINKLE  FEED  MILL  (1) 

N.  Main  St.  Ext.  Phone  888-7997 

P.  C.  Sprinkle,  Owner. 

Feed  Mill. 

*THE  SWEET  SHOPPE,  INC.  (1)  (Est.  1946) 

113  N.  Main  St.  Phone  883-1745 

James  R.  Sloop,  President;  P.  E.  Atkins,  1st  Vice  Pres- 
ident; Helen  M.  Sloop,  2nd  Vice  President;  Ruth 
Sloop  Atkins,  Secretary-Treasurer. 

Complete  Retail  Bakery.  Decorated  Candy. 
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*WARD  BAKING  COMPANY  (3)  (Est.  1954) 

Box  1472  Phone  883-1454 

R.  A.  Jackson,  President;  Jack  Kirkman,  Vice  President; 
L.  R.  Comfort,  Secretary-Treasurer;  J.  C.  Hightower, 
Jr.,  Manager. 

Wholesale  Manufacturers  of  Tip-Top  Bread  and  Cakes. 


MANUFACTURERS  -  OTHERS 


W.  P.  BODENHEIMER 

LEATHER  GOODS  SHOP  (1)  (Est.  1918) 

313  Sunset  Dr.  Phone  888-5275 

W.  P.  Bodenheimer,  Owner. 
Leather  Belts,  Bags,  Harness  and  Dog  Collars. 

CAROLINA  AUTO  GLASS  CO.  (1)  (Est.  1947) 

218  E.  High  St.  Phone  888-6002 

Fred  Bentley,  Owner. 
Trim  Shop— Auto  Upholstery. 

CAROLINA  BODY  COMPANY  (1)  (Est.  1944) 

344  N.  Wrenn  St.  Phones  883-1273  888-5987 

J.  A.  Walters,  Owner. 

Auto  Body  Rebuilding  and  Refinishing,  Frame  Straight- 
ening, Front  End  Alignment,  Wheel  Balancing,  Auto 
and  Truck  Glass  Installed. 

CECIL  MANUFACTURING  CO. 

&  YADKIN  BASKET  CO.  (1) 

P.  O.  Box  1427  Phone  882-2822 

W.  Evan  Cecil. 

Warehouse  Baskets,  Farm,  Home  Baskets  and  Yard 
Brooms. 

★CENTRAL  ICE  AND  COAL  CO.  (1)  (Est.  1955) 

512  W.  Broad  St.  Phones  888-4507  882-4313 

J.  Mark  Freemon,  President;  Keith  B.  (Jack)  Flynn 
Executive  Vice  President;  Zelma  W.  Freemon,  Secre- 
tary; J.  Mark  Freemon,  Treasurer. 

Ice  Manufactured  and  Distributed.  Coal  and  Fuel  Oil 
Sold  at  Retail. 

CENTRAL  MONUMENT  COMPANY  (1)  (Est.  1933) 

2005-2007  English  St.  Phone  883-1724 

Mrs.  Vera  L.  Forrest,  President;  W.  P.  Crissman,  Vice 
President;  Walter  E.  Crissman,  Secretary-Treasurer. 

Designers,  Builders  and  Finishers  of  Monuments,  Mem- 
orials and  Mausoleums. 
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CHASE  MANUFACTURING  CO.  (1)  (Est.  1932) 

1571   Bethel  Avenue  Phones  883-1961  886-2468 

AA.  H.  Chase,  President;  D.  P.  Chase,  Vice  President; 
A.  E.  Chase,  Secretary-Treasurer. 

Brushes  for  the  Furniture,  Textile,  Auto  Supply,  Paint, 
and  Hardware  Trade. 

*DUKE  POWER  COMPANY  (1)  (Est.  1904) 

233  S.  Main  St.  Phone  883-1418 

Hal  A.  Davis,  Manager;  Ernest  B.  Freeman,  Jr.,  Office 
Supervisor. 

Electric  Power. 

HIATT  SEAT  COVER  CENTER  (1)  (Est.  1951) 

1702  English  Street.  Phone  888-7209 

Sam  Hiatt,  Owner. 

Custom  Made  Seat  Covers,  Convertible  Tops,  Complete 
Auto  Upholstery. 

IRVING'S  PLASTIC  WASTE  CO.  (1) 

224  E.  Washington  St.  Phone  888-6407 

JACOBS  TIN  SHOP  (1)  (Est.  1905) 

708  Greensboro  Road  Phone  883-1906 

Gilbert  E.  Jacobs,  Owner. 

Manufacturers  and  Installers  of  Furnaces,  Sheet  Metal 
and  Roofing. 

*KAY  CHEMICAL  COMPANY  (1)  (Est.  1932) 

131  W.  High  St.  Phone  882-0134 

Manufacture  and  Distribute  a  Complete  Line  of  Sani- 
tary and  Maintenance  Supplies  Including  Cleaning 
Compounds,  Detergents,  Waxes,  Textile  Specialties, 
and  Cleaning  Devices. 

MICA  &  MINERALS  COMPANY  (1) 

P.  O.  Box  1921  Phone  882-4720 

H.  A.  Knight,  Owner;  H.  A.  Knight,  Jr.,  Manager. 
Block   Mica    Hand    Trimmed    and    Fabricated.    Sold  to 

Manufacturers  and  Electric  Assembly  Plants. 

*W.  F.  MICKEY  BODY  CO.,  INC.  (1)  (Est.  1904) 

504  Leonard  St.  Phones  882-6010  888-9934 

Carl  F.  Mickey,  President;  Arch  Schoch,  Vice  President; 
Lawrence  E.  Mickey,  Secretary-Treasurer. 

(Continued  on  Next  Page) 
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Manufacturer  All  Steel  or  Aluminum  Truck  Bodies, 
Truck  Equipment  and  Accessories.  Painting  and  Re- 
pairs. 


C:  J.  MOFFETT  MEDICINE  CO.  (1)  (Est.  1880) 

103  Whittier  St.  Phone  888-6964 

Bernard  L.  Roberts,  President. 

Teethina    Laxative    Powder    and    Teethina    Teething  Lo- 
tion. Also  Distributors  of  Wool-Foam. 


PALMETTO  WIPING  CLOTH  CO.  (1) 

613  S.  Hamilton  St.  Phone  888-5221 

Division  of  United  Waste  Materials  Co.,  High  Point, 
N.  C. 

Harry  A.  Silvers,  President;  Sam  Lyon,  Vice  President; 

Blanche  W.   Lyon,  Secretary-Treasurer. 
Wiping  Cloths.  New  and  Reclaimed  Rags  of  All  Types. 


PARAGON  WASTE  MANUFACTURERS,  INC.  (1) 

310  W.  Russell  St.  Phone  888-4247 

John   H.  Banks,  President;  Edna  C.  Thayer,  Vice  Presi- 
dent; Elaine  W.  Banks,  Secretary-Treasurer. 
Wiping  and  Polishing  Waste,  Jute  Rubbing  Tow. 

★  PIEDMONT  NATURAL  GAS  CO.  (2) 

160  S.  Main  St.  Phone  882-41,61 

Buell  G:  Duncan,  President;  Marshall  M.  Short,  District 

Manager. 
Headquarters:  Charlotte,  N.  C. 
Natural  Gas  Distribution. 


PINCO,  INC.  (1)  (Est.  1956) 

501  Albertson  Rd.  Phone  888-6785 

Roy  E.  Carr,  President;  Howard  Lamb,  Vice  President; 
Jacquelyn  C.  Carr,  Secretary;  Roy  E.  Carr,  Treasurer. 

Injection  Moulding  of  Plastic  (Polystyrene)  Items. 
Clothespins.    Manufacturers  Representative. 

POWER  TRANSMISSION  COMPANY  (1) 

201   E.  Commerce  St.  Phone  883-1471 

R.  L.  Brinson,  Owner;  Frank  L.  Ring,  Manager. 
Air  Starting  Motors. 

ROBERTSON  SIGN  COMPANY  (1) 

P.  O.  Box  1329  Phone  888-7292 

Clarence  R.  Smith,  Representative. 
Decorated  Metal  Signs  and  Displays. 
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ROGERS  INDUSTRIES,  INC.  (1) 

Office:  1112  Johnson  St.  Phone  885-5249 

J.  D.  Rogers,  Jr.,  President;  W.  H.  Rogers,  Vice  Presi- 
dent; Alice  P.  Rogers,  Secretary. 
"FIT-ALL"  Drain  Flushers.  A  Household  Appliance  that 
Utilizes   City   Water   Pressure   to   Clear  the  Clogged 
Drains  of  Sinks,  Laundry  Tubs  and  Lavatories. 

SOUTHERN  DIE  CASTING 

AND  ENGINEERING  (1)  (Est.  1960) 

206  Albertson  Road  Phones  882-0322  882-0521 

R.  AA.  Duggins,  President;  J.  A.  Weber,  A.  W. 
Raulston,  W.  C.  Harriss,  Vice  Presidents;  H.  O.  Wil- 
liams, Secretary-Treasurer;  W.  H.  Needham,  Jr.,  As- 
sistant Treasurer. 

Zinc  and  Aluminum  Alloy  Castings,  VIBROcast  Units, 
and  Die  Molds. 

STAR  SALES  COMPANY,  INC.  (1)  (Est.  1947) 

501   Albertson  Road  Office  Phone  888-6785 

Roy  E.  Carr,  President;  Roger  L.  Russell,  Vice  President; 
Jacquelyn  C.  Carr,  Secretary;  Mary  R.  Amend,  Treas- 
urer. 

Manufacturer,  Jobber,  Manufacturers'  Representative. 
Plastic  Clothespins  Distributor.  Vending  Machine. 

*UNITED  WASTE  MATERIALS  CO.  (1)  (Est.  1950) 

(also  Palmetto  Wiping  Cloth  Co.) 

611-613  S.  Hamilton  St.  Phone  888-5221 

Harry  A.  Silvers,  President;  Sam  Lyon,  Vice  President; 

Blanche  W.  Lyon,  Secretary-Treasurer. 
Waste  Paper  and  Rags  for  Paper  Mill  Use  as  Well  as 

All  Types  of  Textile  Wastes.  Also  Process  and  Sell 

New  and  Reclaimed  Wiping  Rags   Under  the  Name 

of  Palmetto  Wiping  Cloth  Co. 


W.  J.  WALL  MAT  CO.  (1) 

410  Hickory  Chapel  Rd. 
W.  J.  Wall,  Owner. 
Mats. 


Phone  889-1069 


WELBORN  CLEANER 

PRODUCTS  CO.,  INC.  (1)        (Est.  1932,  Inc.  1946) 
P.  O.  Box  442,  Five  Points  Phone  888-5958 

J.  L.  Welborn,  President;  Mrs.  Jennie  D.  Welborn,  Vice 
President;   H.   G.   Bivens,  Secretary-Treasurer. 

Manufacturers  and  Distributors  of  Automobile  Special- 
ties and  Janitors'  Supplies. 
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MISCELLANEOUS  DIVISION 
WHOLESALE  AND  DISTRIBUTION  DIVISION 

See  Wholesale  Suppliers  and  Distributors 
To  Furniture  and  Hosiery  Industries 
In  Their  Respective  Sections 

AMERICAN  NAME  PLATE  AND  MFG.  CO.  (1) 

P.  O.  Box  1329  Phone  888-7292 

Clarence  R.  Smith,  Representative. 

AUTO  PARTS  & 

ACCESSORIES  CO.,  INC.  (1)  (Est.  1941) 

201  E.  Commerce  St.  Phones  883-1471  888-3429 
J.  M.  Brinson,  President;  R.  L.  Brinson,  Vice  President; 

R.  L.  Brinson,  Jr.,  Secretary-Treasurer. 
Wholesale    Automotive    Supplies    and    Equipment.  Full 

Automotive  Machine  Shop  Service. 

BARNES  MANUFACTURING  CORP.  (1)  (Inc.  1958) 

Office:  116  E.  High  St.  Phone  888-5950 

Mrs.  W.  H.  Pugh,  Vice  President;  W.  H.  Pugh,  Secre- 
tary-Treasurer. 

Manufactured,  Wholesaled  and  Distributed.  Braided  Ny- 
lon Bait  Casting  Fishing  Line,  Braided  Nylon  Surf 
Casting  Fishing  Line,  Braided  Dacron  Fishing  Line, 
Monofilament  Fishing  Line. 

JOHN  P.  CANINE  CO.  (1)  (Est.  1953) 

309  N.  Main  St.  Phone  883-1748 

John  P.  Canine  and  Eloise  C.  Canine,  Partnership. 

Distributors  for  Do/More  Chair  Co.— North  Carolina, 
South  Carolina,  Virginia,  Georgia.  Edwin  Raphael 
Fabrics  and  Draperies.  Do/More  Chair  Co.— Do/ More 
Office  Furniture. 

CAROLINA  BEAUTY  SUPPLY  CO.  (1)  (Est.  1947) 

132  W.  Commerce  St.  Phone  888-6712 

M,  W.  Fields,  President. 
Beauty  Supplies  and  Equipment. 

CAROLINA  TOOL  COMPANY  (1) 

811  N.  Main  St.  Phone  888-5989 

Claude  Mooney,  Owner. 

Distributors  of  The  Cornwell  Quality  Tools,  Automotive 
and  Industrial. 
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BIG  CONSOLIDATED 

CASH  &  CARRY,  INC.  (1)  (Est.  1954) 

2155  Trinity  Road  Phone  888-6997 

T.  C.  Cook,  President;  Harold  Spencer,  Vice  President; 

Paul  H.  Craver,  Secretary;  Wade  Mitchell,  Treasurer. 
Wholesale  Groceries  and  Tobaccos. 

*DEDMON  PRODUCE  COMPANY,  INC.  (1)  (Est.  1933) 
Jacobs  Street  Phone  888-4960 

C.  P.  Dedmon,  President;  Ruby  B.  Dedmon,  Vice  Pres- 
ident; Ida  AA.  Allred,  Secretary. 

Wholesale  Farm  Products. 

DIXIE  CONTAINER  CORPORATION  (1) 

Richmond,  Va.,  Morganton,  N.  C. 
RFD  1,  Box  94  Phone  884-1311 

H.  L.  Mitchell,  Jr.,  President;  Jack  D.  Wright,  Represen- 
tative. 

Corrugated  Boxes.  Dixieflex.  Quality  Packaging  Service. 

★ELECTRIC  SUPPLY  INC.  (1)  (Est.  1945) 

515  W.  Green  St.  Phone  888-7067 

James  S.  Hunt,  President;  Joseph  G.  Hunt,  Vice  Pres- 
ident &  Secretary;  Robert  L.  Hunt,  Treasurer. 

Square  D.  Switches  and  Motor  Controls.  Anaconda 
Wire  and  Cable,  Triangle  Conduit,  G.  E.  Lamps,  Hub- 
bell  Wiring  Devices  and  Electrical  Supplies  to  Con- 
tractors, Wholesale  Only.  Residential  lighting  fixture 
showroom. 

FOLEY  DRUG  COMPANY  (1) 

350  N.  Wrenn  St.  Phone  888-4007 

Joe  L.  Foley,  Jr. 

Wholesale  Drugs,  Also  Health  and  Beauty  Aids. 

★GENERAL  PAPER  CO.  (1) 

409  Prospect  St.  Phones  888-6404  888-7120 

F.  D.   Kearns,  President;  B.  W.  White,  Vice  President; 

R.  W.  Fuller,  Jr.,  Secretary;  J.  W.  White,  Treasurer. 
Wholesale    Paper    Products    and    Upholstery  Supplies, 

Furniture  and  Mattress  Bags. 

*S.  E.  HAUSER  WHOLESALE,  INC.  (1) 

517  S.  Hamilton  St.  Phone  882-1917 

S.  E.  Hauser,  President-Treasurer;  Harry  L.  Hauser.  Vice 

President-Secretary. 
Wholesale  Groceries,  Tobacco,  and  Notions. 
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★HENLEY  PAPER  COMPANY  (1)  (Est.  1906) 

(Formerly  Parker  Paper  Company) 
105  S.  Hamilton  St.  Phone  882-8153 

A.  B.  Henley,  President;  N.  T.  Henley,  Vice  President; 
A.  D.  Grant,  Treasurer;  Geo.  F.  Ingold,  Secretary- 
Assistant  Treasurer. 

Manufacturers  of  Specialty  Bags. 

Distributors  of  Printing  and  Fine  Papers,  Wrapping  and 
Industrial  Papers  and  Paper  Specialties,  Twines  and 
Cordage. 

Branch  Offices:  Gastonia,  N.  C,  Charlotte,  N.  C,  Ashe- 
ville,  N.  C,  Atlanta,  Ga. 

*HIGH  POINT  AUTO  PARTS  (1) 

Corner  Steele  and  Washington 

Phones  888-5493  888-6917 

F.  E.  Israel,  Manager. 
Auto  Parts. 

HIGH  POINT  CIGAR  COMPANY  (1)  (Org.  1934) 

1002  S.  Main  St.  Phone  888-4626 

E.  F.  Craver,  President;  E.  F.  Craver,  Jr.,  Vice  President; 
R.  F.  Craver,  Secretary-Treasurer. 

Wholesale  Distributors  of  Tobacco  Products,  Confec- 
tions, Fountain  Supplies,  Paper  Products,  Drug  Sun- 
dries, and  Institutional  Foods. 

HIGH  POINT  COAL  &  OIL  COMPANY  (1)  (Est.  1929) 
407  E.  Commerce  Phones  888-4624  888-4942 

R.  J.  Miller,  Owner. 
Coal  and  Oil. 

HIGH  POINT  DENTAL  LABORATORIES  (1) 

164  S.  Main  St.  Phone  883-1177 

H.  Beard,  Proprietor. 
Dental  Prosthetics  for  Dentists. 

★HUNTER  COAL  AND  OIL  CO.  (1)  (Est.  1931) 

1219  Ward  St.  Phones  882-3366  882-2877 

Duval  W.  Hunter,  Sr.,  President;  Herman  J.  Hunter, 
Vice  President;  Mrs.  Duval  Hunter,  Sr.,  Secretary- 
Treasurer. 

Oil  Burners,  Stokers,  Shell  Products,  Complete  Furnace 
and  Air  Condition  Installation  and  Service. 

S.  C.  JOHNSON  &  SONS,  INC.  (1) 

(Johnson's  Wax) 

Branch  of  S.  C.  Johnson  &  Sons,  Inc.,  Racine,  Wis. 
815  Ward  St.  Phones  888-5078  888-5079 

(Continued  on  Next  Page) 
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C.  S.  Titus  and  G.  T.  McCrary,  Zone  Managers. 
Complete    Line   of   Household,   Automotive,  Industrial 
Commercial  and  Agricultural  Wax  Products. 

*S.  P.  KIMSEY  PLUMBING  &  HEATING,  INC.  (1) 

1915  English  St.  Phone  883-1241 

S.  P.  Kimsey,  President;  Lucille  S.  Kimsey,  Vice  Presi- 
dent; Charles  C.  Kimsey,  Secretary  &  Treasurer. 
Plumbing  Supplies,  Wholesale  and  Contracting. 

*KIVETT  PRODUCE  CORPORATION  (1) 

725  W.  Green  St.  Phones  888-5654  888-6920 

William  L.  Kivett,  President;  David  G.  Kivett,  Vice  Pres- 
ident; Bertha  P.  Kivett,  Secretary-Treasurer. 
Wholesale  Produce.  Fresh  Fruits  and  Vegetables. 

LEWIS  SUPPLY  CO.,  INC.  (1) 

1709  N.  Main  St.  Phone  883-1423 

Fleet  Lewis,  President;  Foda  Lewis,  Vice  President;  Dor- 
othy Lewis,  Secretary. 
Wholesale  Auto  Parts  and  Distributor. 

N.  A.  P.  A.  Warehouse  (1) 

Steele  St.  Phone  882-3212 

A.  W.  Whitehorne,  Manager;  R.  B.  Garber,  Jr.,  General 

Manager. 
Automotive  Parts. 

^NATIONAL  FOOD  STORES,  INC.  (3)  (Est.  1918) 

Courtsey  Road  Phone  882-4108 

G.  E.  Hutchens,  Chairman  of  the  Board;  George  W. 
Hutchens,  President;  R.  L.  Hutchens,  Vice  President- 
Treasurer;  James  T.  Ferrebee,  Secretary. 

Headquarters  and  Warehouse  of  Big  Bear  Super  Mar- 
kets. 

PALM  BROTHERS  DECALCOMANIA  CO.  (1) 

Home  Office:  Cincinnati,  Ohio. 

P.  O.  Box  1329  Phone  888-7292 

Clarence  R.  Smith,  Representative. 

World's  Largest  Exclusive  Manufacturers  of  Decalco- 
mania. 

*PIEDMONT  WHOLESALE  COMPANY  (1)  (Est.  1933) 
320  East  Commerce  Street  Phone  888-5043 

W.  M.  Burris,  President;  Hamlin  Briggs,  Vice  President; 
W.  E.  Gordon,  Jr.,  Secretary;  J.  L.  Cox,  Jr.,  Treasurer. 

Wholesale  Distributors  of  Tobacco  Products,  Confec- 
tions, Soda  Fountain  Supplies,  institutional  Foods, 
Sundries  and  Gift  Items. 
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PLIBRICO  SALES  AND  SERVICE  (1)  (Est.  1915) 

145  W.  High  St.  Phone  882-1315 

City  Transfer  &  Storage  Co. 

M.  C.  Ballard,  Manager. 

Plibrico,  the  Original  Plastic  Refactory,  Boiler  Settings, 
Plicast  Heart  Cement  and  Burner-Sets  for  Domestic 
Type  Stokers.  Castable  Refractories.  Cast  Boiler  Baf- 
fles. Incinerators. 

SERVICE  BEAUTY  SUPPLY  CO.,  INC.  (1)  (Est.  1954) 

1822  English  St.  Phone  888-7261 

B.  W.  Mitchell,  Manager. 
Wholesale  Beauty  Supplies. 

SNYDER  PAPER  CORPORATION  (1)  (Est.  1946) 

Airport  and  Brevard  St.  Phone  882-0126 

Harry  M.  Snyder,  President;  Harry  M.  Snyder,  Jr.,  Vice 
President;  B.  R.  Spencer,  Vice  President  &  Assistant 
Secretary  &  Treasurer;  Parks  C.  Underdown,  Jr.,  Sec- 
retary-Treasurer. 

Industrial  Paper  Products,  Twine,  Upholstering  Sup- 
plies. 

Exclusive  Distributor  for  B.  F.  Goodrich  Sponge  Pro- 
ducts Div.,  Texfoam  Cushion  and  Texlite  Rubberized 
Curled  Hair. 

★SOUTHERN  BEARING  &  PARTS  CO.  (1) 

124  W.  Commerce  St.        Phones  888-4562  8884563 

C.  E.  Beeson,  President;  R.  L.  Beeson,  Vice  President; 
J.  H.  Rodgers,  Branch  Manager. 

Wholesale  and  Distributors  of  Automotive  Parts  and 
Supplies. 

*W.  I.  SPAUGH  &  SON  (1)  (Est.  1950) 

2422  English  St.  Phone  882-0101 

Mrs.  Katherine  B.  Spaugh  and  William  B.  Spaugh, 
Partners. 

Upholstery  Supplies,  Cordage. 

Direct  Mill  Agents  for:  Sackner  Products,  Inc.  (Roll 
Edges  and  Seaming  Cords),  Down,  Inc.  (Feathers 
and  Down). 

Distributors  for  Blocksom  Rubberized  Hair  and  Colum- 
bian Twines. 

*SWAIM  SUPPLY  CO.  (1)  (Est.  1945) 

214  W.  Green  St.  Phones  888-6915  883-1736 

W.  Sherman  Swaim,  President  and  Treasurer;  A.  B. 
Moore,  Geo.  W.  Grant,  E.  J.  Nolan,  Vice  Presidents; 
Mrs.  Janice  A.  Swaim,  Secretary. 

(Continued  on  Next  Page) 


-94- 


and  WHO  makes  It 


Plumbing,   Heating,  Air  Conditioners. 
Branches   at   Rocky   Mount,   Salisbury,   and  Henderson, 
North  Carolina. 

★TERRY  SUPPLY  COMPANY,  INC.  (1)  (Est.  1950) 

329  N.  Hamilton  St.  Phone  882-0103 

A.  M.  Terry,  President  &  Treasurer;  Mrs.  A.  M.  Terry, 
Secretary. 

Plumbing  and  Heating.  Wholesale  Dealers. 

TRUCK  AND  TRAILER  SALES  INC.  (1)  (Est.  1954) 

P.  O.  Box  1704,  Super  Highway  29-70 

Phones  H.  P.  882-0121,  Thomasville  3590 
Lawrence   E.  Mickey,   President;   Paul   E.   Bowles,  Vice 

President;  Carl  F.  Mickey,  Secretary-Treasurer. 
Distributors    of     International    Trucks,    Mickey  Truck 

Bodies,    Kingham    Trailers,   Aluminum    Truck  Bodies, 

Transportation   Equipment,  Supplies  and  Accessories. 

UPTON  SUPPLY  COMPANY  (1  ) 

P.  O.  Box  69  Phone  888-6937 

Donald  B.  Upton,  Vice  President;  Dwight  Upton,  Sec- 
retary-Treasurer. 
Hot  Point  Appliances,  Furniture,  Wholesale  and  Retail. 

WILSON  &  COMPANY,  INC.  (1)  (Est.  1917) 

220  W.  Russell  St.  Phones  882-3361  882-3362 

M.  K.  Wilson,  Manager. 
Packers  and  Provisions. 

*WOMACK  RADIO  SUPPLY  CO.,  INC.  (1) 

130  Lindsay  Phone  882-4177 

Charles  A.  Womack,  President;   Edwin   E.  McLaughlin, 

Vice  President. 
Radio  and  Television  Parts,  Wholesale. 

ADVERTISING  AGENCIES 


A.  M.  P.  ASSOCIATES  (1)  (Est.  1959) 

164  S.  Main  Phone  882-8911 

Robert  A.  Culler,  President;  Roy  D.  Culler,  Secretary; 
C.  Roger  Bell,  General  Manager. 

Advertising  Agency. 

*BENNETT  ADVERTISING,  INC.  (1)  (Est.  1922) 

1813  N.  Main  St.  Phone  882-4151 

Harold  C.  Bennett,  President;  Robert  Tracy,  Vice  Pres- 
ident; Tom  Evans,  Secretary;  Harold  C.  Bennett, 
Treasurer. 

Advertising  Agency. 
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★JAMES  R.  FOX  ADVERTISING  (1) 

153  S.  Hamilton  St.,  P.  O.  Box  1324"    Phone  882-1910 
James  R.  Fox,  Proprietor. 
Advertising  Agency. 

HAGEN-ROSE  CO.  (1) 

521 V2  N.  Main  St.  Phone  882-0917 

Eugene  B.  Hill,  Manager. 
Home  Office,  Knoxville,  Tenn. 
Advertising  Agency. 

LAVIDGE  &  DAVIS,  INC. —ADVERTISING  (1) 

Suite  226,  Professional  Building 

Phones  888-6905  882-9714 
Erling  S.  Tronnes,  Branch  Manager. 

NOBLE  T.  PRAIGG  ADVERTISING  (1) 

603  Hillcrest  Phone  882-2733 


FINANCE  -  SERVICE  - 
TRANSPORTATION  DIVISION 

BANKS  AND  BUILDING  AND 
LOAN  ASSOCIATIONS 


★ATLANTIC  SAVINGS  AND  LOAN  ASSOCIATION  (1) 

620  N.  Main  St.  Phone  882-3389 


O.  A.  Kirkman,  President;  D.  A.  Rawley,  Joe  A.  John- 
son, Vice  Presidents;  E.  C.  Criddlebaugh,  Executive 
Vice  President  and  Secretary;  Ruth  S.  Bennett,  Treas- 
urer; J.  D.  Dobbins,  Assistant  Secretary-Treasurer. 

Savings  and  Loan. 


M.  H.  Folger,  President;  W.  J.  Frazier,  2nd  Vice  Pres- 
ident; Richard  D.  Meisky,  Cashier;  Maude  R.  Reyn- 
olds, Ben  L.  Braswell,  Assistant  Cashiers. 

Banking,  Checking  Accounts,  Savings  and  Loan. 


*HIGH  POINT  SAVINGS  &  TRUST  CO.  (1)      (Est.  1905) 


Fred   W.   Alexander,   President;   Mrs.   N.   W.  Garland, 
(Continued  on  Next  Page) 


★CENTRAL  SAVINGS  BANK  (1) 

100  North  AAain  Street 


(Est.  1926) 
Phone  882-2576 


111  N.  Main  St. 
Branch  Bank:  425  S.  Main  St. 


Phone  882-6816 
Phone  882-4197 
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Vice   President   &   Cashier;   Mrs.    Lynn   W.  AAclnnis, 
Vice    President;    B.    C.    Pratt,   Trust   Officer;   W.  S. 
Clarida,  Assistant  Cashier,  R.  K.  Davenport,  Manager, 
Insurance  Department. 
Banking  and  Insurance. 

★NORTH  CAROLINA  NATIONAL  BANK 

164  S.  Main  St.  Phone  882-3381 

C.  M.  Vanstory,  Jr.,  Chairman  of  the  Board;  Addison 
H.  Reese,  President;  C.  M.  Allred,  Senior  Vice  Pres- 
ident; J.  E.  Pleasants,  Vice  President;  Robert  I.  Reed, 
Trust  Officer;  R.  H.  Davis,  Assistant  Cashier;  Ronald 
M.  Falls,  Assistant  Cashier;  R.  E.  Clement,  Assistant 
Cashier— Manager  West  Green  Street  Branch;  James 
N.  Reams,  Manager  College  Village  Shopping  Cen- 
ter Branch;  A.  J.  Parker,  Vice  President  Time  Pay- 
ment Department. 

★perpetual  savings  & 

LOAN  ASSOCIATION  (1)  (Est.  1901) 

645  N.  Main  St.  Phones  883-1401 

Ed  Mendenhall,  President;  A.  Scott  Parker,  Jr.,  Execu- 
tive Vice  President  &  Secretary;  Barbara  M.  Carroll, 
Assistant  Secretary-Treasurer;  Bessie  M.  Foster,  Treas- 
urer. 

Savings  and  Loan.  Financial. 

★PIEDMONT  SAVINGS  & 

LOAN  ASSOCIATION  (1)  (Est.  1912) 

110  West  Washington  St.  Phone  882-2424 

Henry  V.  Koonts,  President;  Blake  Thompson,  Vice 
President;  W.  D.  Lee  Jr.,  Secretary-Treasurer;  Mrs. 
Thelma  C.  Byers,  Assistant  Secretary. 

Mortgage  Loans  Made  on  Improved  Real  Estate,  Funds 
Available  for  Building,  Buying,  Improvements,  or 
Refinancing  Existing  Loans.  Safe  and  Sound  Institu- 
tion for  the  Investment  of  Savings  Funds. 

*J.  N.  RAWLEIGH  COMPANY  (1)  (Est.  1955) 

727  N.  Main  St.  Phone  882-2596 

James  N*.  Rawleight,  Jr.,  President  and.  Treasurer;  Wil- 
liam K.  Moore,  Charles  J.  Tucker,  J.  W.  Lindsay,  Vice 
Presidents;  Robert  V.  Brawley,  Secretary;  J.  W.  Lind- 
say, Jr.,  Assistant  Secretary. 

Factoring  of  Accounts  Receivable.  Purchase  Accounts 
Receivable  with  no  Recourse  to  Clients.  Do  All  Credit 
and  Collection  Work.  Advance  money  on  Shipment. 
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PIEDMONT  CUSTOMER  SERVICE  (Est.  1959) 

727  N.  Main  St.  Phone  882-2596 

James  N.  Rawleigh,  Jr.,  President-Treasurer;  J.  W. 
Lindsay,  Jr.,  W.  B.  Rawleigh,  C.  J.  Tucker,  Roland 
P.  Early,  Vice  Presidents;  Robert  V.  Brawley,  Secre- 
tary. 

Purchase  of  Retail  Accounts  Receivable,  Issues  Custo- 
mer Charge  Cards,  Retail  Billing  and  Servicing  of 
Accounts. 

★TEXTILE  INSURANCE  COMPANY  (2)  (Est.  1948) 

304  N.  Wrenn  St.  Phone  882-8131 

James  G.  Cage,  President;  Richard  D.  Bowers,  Vice 
President;   I.   Paul   Ingle,  Secretary-Treasurer. 

Insurance— Fire  and  Allied  Lines,  Workmen's  Compen- 
sation, General  Public  Liability,  Automobile. 

*WACHOVIA  BANK  &  TRUST  COMPANY  (2) 

(Est.  High  Point  1903) 
200  North  Main  Street  Phone  883-1486 

North  Office:  1700  North  Main  St.  Phone  882-3123 
South  Office:  1800  South  Main  St.  Phone  883-1911 
West  End  Office:  1604  English  St.     Phone  882-2622 

John  F.  Watlington,  President;  J.  Roscoe  Adams,  Sen- 
ior Vice  President;  Shubal  C.  Kirkman,  Vice  Presi- 
dent; R.  T.  Tunstall,  Jr.,  Vice  President  and  Manager 
Time  Payment  Department;  R.  Vincent  Spracklin, 
Vice  President  and  Trust  Officer;  Chester  V.  Gwyer, 
Cashier;  Albert  R.  Wilson,  Assistant  Vice  President; 
Aubrey  E.  Poston,  Assistant  Vice  President;  Charles 
W.  Payne,  Assistant  Vice  President;  Harold  G.  Hoak, 
Assistant  Vice  President;  Harry  A.  Alexander,  As- 
sistant Cashier;  William  A.  Little,  Assistant  Cashier; 
Howard  T.  Lyon,  Trust  Officer  and  Assistant  Secre- 
tary; Ray  B.  Wesson,  Manager  Insurance  Department; 
David  L.  Wagoner,  Manager  North  Office;  James  E. 
Beeson,  Manager  South  Office;  W.  Henderson  Rogers, 
Manager  West  End  Office;  Time  Payment  Depart- 
ment, Phone  882-4126;  Insurance  Department,  Phone 
882-6526. 

Banking. 

ARCHITECTS  AND  ENGINEERS 

★ROBERT  W.  CONNER,  A.I.A., 

ARCHITECT  (1)  (Est.  1955) 

208  East  Green  Street  Phone  888-7142 

General  Architectural   Services,   Industrial,  Commercial, 

Educational,  Residential. 


-98- 


and  WHO  makes  It 


*WM.  F.  FREEMAN,  INC., 

ENGINEERS  &  ARCHITECTS  (1)  (Est.  1928) 

II6V2  E.  Commerce  Phones  883-1473  883-1474 

C.  C.  Tilley,  President;  William  F.  Freeman,  Jr.,  Vice 

President;  G.  E.  Freeman,  Secretary-Treasurer. 
Engineering  and  Architectural  Services,  Surveying. 

★ROBERT  P.  GUARINO, 

PROFESSIONAL  ENGINEER  (1)  (Est.  1946) 

332  S.  Wrenn  St.  Phone  888-7138 

Robert  P.  Guarino,  Owner. 

Services  Rendered:  Design  and  Supervision  of  Indus- 
trial Plants  and  Warehouses,  Water  and  Sewerage 
Distribution  and  Treatment.  Industrial  and  Residen- 
tial Subdivision,  Surveying,  Blue  Printing. 

★mays  and  parks,  associates- 
architects  (1)  (Est.  1956) 

329  N.  Wrenn  St.  Phone  888-5952 

William  Clayton  Mays,  Jr.  and   Robert  Griffin  Parks, 

Partnership. 

General  Practice  in  the  Profession  of  Architecture. 

★LEON  A.  SCHUTE,  A.I.A., 

ARCHITECT  (1)  (Est.  Jan.  1960) 

Phone  882-8023 
General  Practice  in  the  Profession  of  Architecture. 

★ODEN-SLOAN  ARCHITECTS  (1) 

101  W.  Green  St.  Phone  888-7968 

David  B.  Oden,  Jr.,  William  A.  Sloan,  Partners. 
Architects. 

*R.  D.  TILLSON  &  ASSOCIATES,  INC.  (1)  (Est.  1926) 
115  Emerywood  Ct.  Phone  888-7965 

R.  D.  Tillson,  President;  David  K.  Tillson,  Vice  President; 
Catherine  K.  Tillson  (Mrs.  R.  D.),  Secretary-Treasurer. 

Civil  and  Mechanical  Engineering,  Landscape  Architec- 
tural, and  Site  Planning  Services. 

*VOORHEES,  EVERHART,  CONNOR 

ARCHITECTS  (1)  (Est.  1929) 

658 1/2  North  Main  Street  Phones  888-7252  882-3116 
L.  F.  Voorhees,  A.  I.  A.,  Partner;  Ecdes  D.  Everhart, 

A.  I.  A.,  Partner;  George  C.  Connor,  Jr.,  A.  I.  A., 

Partner. 

Architectural  Services  (Planning,  Design  and  Super- 
vision of  All  Types  Buildings  and  Structures). 
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CONTRACTING,  ELECTRICAL  -  AIR 
CONDITIONING  -  REFRIGERATION 


ARCHDALE  ELECTRIC  CO  (1) 

313  Richardson  Phone  882-9222 

Robert  Brown,  President. 

Electrical  Contracting,  Industrial,  Commercial— House 
Wiring.  Specializing  in  Electric  Heat  Ceil  and  Base- 
board. 

ATLAS  ELECTRIC  MOTOR  REPAIR  (1) 

R.F.D.  #5  Phone  882-9690 

Electric  Motor  Repairing. 

B  &  C  ELECTRIC  MOTOR  REPAIRING  CO.  (1) 

725  Grimes  Ave.  Phone  882-9517 

Bruce  Bratton,  Clem  Croker,  Partners. 
Electric  Motor  Repairs,  Rewinding. 

BRAY  ELECTRIC  (1)  (Est.  1950) 

Phone  888-6452 

Bruce  Bray,  Sr.,  President;  Bruce  Bray,  Jr.,  Vice  Pres- 
ident; Mrs.  Bruce  Bray,  Sr.,  Secretary. 

Electrical  Construction  (Industrial,  Commercial,  Resi- 
dential). Electrical  Motor  Rewinding  and  Repair. 

★BRYANT  ELECTRIC  CO.f  INC.  (2)  (Est.  1924) 

1901    English  St.  Phones  883-1483 

883-1484  883-1485 

Howard  R.  Pancoast,  President;  H.  E.  Thomas,  Sr.,  Exec- 
utive Vice  President;  C.  L.  Tucker,  Vice  President- 
Marketing;  D.  E.  Davis,  Vice  President— High  Point 
Division;  H.  G.  Allred,  Secretary;  C.  A.  Foster,  Treas- 
urer; D.  E.  Davis,  Local  Service  Manager. 

Electrical  Construction  (Industrial,  Commercial,  Over- 
head and  Underground  Distribution),  Electrical  Engi- 
neering. 


DAVIS  ELECTRIC  CO  (1) 

113  English  St. 
W.  C.  Vail,  Owner. 
Electrical  Contracting. 


Phone  882-4012 


★DOBBINS  ELECTRIC  CO.,  INC.  (1)  (Est.  1945) 

412  N.  Wrenn  St.  Phone  888-5226 

W.  E.  Darby,  President;  D.  W  Shelton,  Vice  President 
&  Treasurer. 

Electrical  Contractors,  Electrical  Heat. 
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ELLISON  ELECTRIC  CO.  (1) 

108  Westchester  Drive 
Robert  L.  Ellison,  Owner 
General  Electrical  Contracting. 

HIGH  POINT  ELECTRIC  CO.  (1) 

1404  N.  Main  St. 
J.  E.  Everhart,  Vice  President. 
Electrical  Contracting. 

LAMBETH  PLUMBING  & 

ELECTRICAL  CONTRACTORS,  INC.  (1) 

1421  S.  Main  St.  Phone  882-6804 

J.  F.  Lambeth,  Owner. 
Electrical  and  Plumbing  Contracting. 

MOORE  ELECTRIC  REPAIR  (1)  (Est.  1950) 

806  Worth  Ave.  Phone  882-2421 

Thos.  W.  Moore,  President;  Roger  D.  Moore,  Vice  Pres- 
ident; B.  Lynn  Moore,  Secretary-Treasurer. 

Electrical  Construction,  Maintenance  and  Repairs,  Wir- 
ing Large  or  Small. 

*PIEDMONT  ELECTRIC 

REPAIR  CO.,  INC.  (1)  (Est.  1936) 

205  Pine  St.  Phone  882-0157 

A.  G.  Draughan,  President;  F.  W.  Short,  Vice  President 
and  Treasurer;  R.  G.  Draughan,  Secretary. 

Electrical  Construction  (Industrial  and  Commercial), 
Electrical  Engineerings,  Motor  Rewinding,  Agents 
and  Factory  Repair  Service  for  Delco-Electric  Motors 
and  Millers  Falls  Electric  Tools,  Electric  Dynamic 
Motors,  Louis  Allis  Motors,  Newman  Motors,  and 
representatives  of  various  manufacturers  of  motor 
controls. 

*TURPIN  ELECTRIC  CO.  (1) 

1616  English  St.  Phone  883-1016 

Clyde  Turpin,  Owner. 
Electrical  Contracting. 

RAILROADS,  EXPRESS,  AIRLINES 


★CAPITAL  AIRLINES,  INC.  (1)  (Est.  1927) 

Greensboro-High  Point  Airport. 

Phone  High  Point  882-6878 
David  H.  Baker,  President;  Marvin  Whitlock,  Operations- 
Maintenance,  Vice  President;  William  Murphy,  Vice 
(Continued  on  Next  Page) 
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President  in  charge  of  Traffic  &  Sales;  Hayes  Dever, 
Secretary;  R.  G.  Lochiel,  Treasurer;  R.  J.  Evans,  Dis- 
trict Manager. 
Commercial    Air    Transportation,    Passengers,  Freight, 
Express,  Mail,  Charter  Service. 

★EASTERN  AIR  LINES  (1)  (Est.  1928) 

Greensboro-High  Point 

Reservations: 

High  Point  882-8141  Greensboro  CY  9-3221 

Burlington  CA  8-8338 
Air  Cargo: 

High  Point  882-8145  Greensboro  CY  9-1131 

John   R.   Larsen,   District  Sales   Manager;  R.  W.  Boyd, 

Station  Manager. 
Home  Office:  New  York. 

Captain    E.   V.   Rickenbacker,   Chairman   of   the  Board; 

Malcolm  Maclntrye,  President. 
Passengers,  Air  Mail,  Air  Parcel  Post,  Air  Express  and 

Air  Freight. 

★HIGH  POINT,  THOMASVILLE  &  DENTON 

RAILROAD  COMPANY  (2)  (Org.  1923) 

Began  Operation  July   1,  1924. 

P.  O.  Box  671,  Jacobs  Ave.  Phone  888-4511 

W.  Thomas  Rice,  Jacksonville,  Fla.,  President;  Stuart  T. 

Saunders,  Roanoke,  Va.,  Vice  President;  O.  A.  Kirk- 
man,  Executive  Vice  President,  General  Manager,  Sec- 
retary &  Treasurer;  T.  C.  Kirkman,  Industrial  Engineer, 
R.  G.  Calicutt,  Comptroller  and  Purchasing  Agent; 
J.  P.  Bruton,  G.F.A. 
Common  Carrier. 

HIGH  POINT  TRINITY  FLYING  SERVICE  (1)  (Est.  1955) 
Darr  Field,  Trinity,  N.  C.  Phone  889-2234 

J.  L.  Darr,  Jr.,  President;  Mrs.  J.  L.  Darr,  Jr.,  Secretary; 
J.  L.  Darr,  Jr.,  Treasurer. 

Charter  Service,  Flying  Instructions.  Piper  Aircraft 
Dealer. 

★PIEDMONT  AVIATION,  INC.  (1)  (Est.  1940) 

Smith  Reynolds  Airport,  Winston-Salem,  N.  C. 

Phones  PA  5-0511;  Local  883-1778 

T.  H.  Davis,  President-Treasurer;  R.  S.  Northington,  H. 
K.  Saunders,  C.  G.  Brown,  Jr.,  Vice  Presidents;  M.  F. 
Fare,  Secretary;  W.  G.  McGee,  General  Sales  Man- 
ager, R.  E.  Turbiville,  General  Traffic  Manager;  Ver- 
non Moore,  Station  Manager,  Greensboro-High  Point 
Airport. 

Scheduled  Airline  and  Commercial  Aviation. 
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★RAILWAY  EXPRESS  AGENCY,  INC.  (1)        (Est.  1839) 
205  W.  Broad  St. 

Phones:  Incoming  882-1915;  Outgoing  882-1915; 
On  Hand  Department  882-3022;  Agent's  Office  882-3022 
S.  J.  Snyder,  Agent. 

★SOUTHERN  RAILWAY  SYSTEM  (1) 

Freight  Depot 

Commerce  and  Mangum    Phones  882-3311  882-3312 
Pick  Up  and  Delivery  Service,  882-6013 
Southern  Railway  Passenger  Station  882-4311 

Yard  Office  882-3514 
'Rates  882-4619 
Traffic  888-4092 

R.  M.  Owen,  Agent;  H.  D.  Minnis,  Assistant  General 

Freight  and  Passenger  Agent. 
Common  Carrier. 

SPENCER  FLYING  SERVICE  (1)  (Est.  1958) 

J.  W.  Spencer,  Owner  Phone  882-1015 

Flight  Instruction,  Charter  Service,  Aircraft  Rental,  Stor- 
age and  Maintenance. 

MOTOR  FREIGHT  LINES,  WAREHOUSING 
AND  FORWARDING  AGENCIES 


AERO  MAYFLOWER  TRANSIT  COMPANY 

Indianapolis,  Indiana 

GRANVILLE  BONDED  WAREHOUSE-EXCLUSIVE  HIGH 
POINT  AGENTS 

801  S.  Hamilton  St.  Phone  882-0151 

John  Sloan  Smith,  President;  E.  H.  Lamkin,  Vice  Presi- 
dent; C.  R.  Israel,  Treasurer. 
Local  and  World-Wide  Moving,  Storage,   Packing  and 
Crating— Household  Goods  and  Furniture  of  All  De- 
scriptions. 

ASSOCIATED  TRANSPORT,  INC.  (Est.  1942) 

804  Taylor  St.  Phone  888-5225 

B.  M.  Seymour,  President,  380  Madison  Ave.,  New 
York  17,  N.  Y.;  Miss  Ruth  Conger,  Secretary;  Louis 
Christensen,  Treasurer;  H.  E.  Howell,  Vice  President; 
B.  H.  Merritt,  Vice  President;  O.  P.  Roberson,  Gen- 
eral Sales  Manager,  Charlotte,  N.  C;  J.  H.  Santen, 
District  Sales  Manager,  Burlington,  N.  C;  W.  C. 
Livengood,  Traffic  Representative,  High  Point,  N.  C; 
R.  S.  Nance,  Terminal  Manager,  High  Point,  N.  C. 
(Continued  on  Next  Page) 
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Transportation  by  Motor  Truck  Between  Points  on  East- 
ern Seaboard.  Direct  Service  as  far  North  as  Boston, 
Mass.,  and  Buffalo,  N.  Y.;  as  far  West  as  Cleveland, 
Ohio,  and  Nashville,  Tenn.;  and  as  far  South  as 
Atlanta,  Ga. 

ATLANTIC  STATES  MOTOR  LINES,  INC. 

Highway  29,  West.  Phones  888-5071  883-1425 

E.  E.  Richardson,  Terminal  Manager;  O.  R.  Harrell,  Di- 
vision Sales  Manager;  J.  L.  Boyles,  Traffic  Representa- 
tive. 

Common  Carrier  in  Interstate  Commerce,  General  Com- 
modities from  and  to  Eastern  and  Southern  Points. 
Under  Management  of  Johnson  Motor  Lines,  Inc. 

BELL  LINES,  INC.  (Est.  1928) 

Direct  Line  to  Winston-Salem  Phone  883-1072 

Daily  Motor  Freight  Service  to  Points  in  Illinois,  Indi- 
ana, Kentucky,  Michigan,  Missouri,  Ohio,  Pennsyl- 
vania, Virginia  and  West  Virginia. 

*BOTTOMS-FISKE  TRUCK  LINES,  INC.  (Est.  1946) 

(A  Division  of  Old  Dominion  Freight  Line) 
Westchester  Dr.  Phone  882-2547 

E.  E.  Congdon,  President;  J.  R.  Congdon,  Executive 
Vice  President;  H.  W.  Marshall,  Vice  President;  A. 
J.  Ghosn,  Secretary-Treasurer;  F.  A.  Peters,  Assistant 
Treasurer;  James  L.  Pipes,  Traffic  Manager;  W.  E. 
Chestnutt,   Operations  Manager. 

Class  I  Common  Carrier  of  General  Commodities, 
$300,000  Cargo  Insurance,  100  Tractors,  200  Trailers, 
95  Pick-up  Trucks.  Connections  to  Any  State.  Nine- 
teen Terminals  in  North  Carolina  and  Virginia.  Ap- 
proximately 250  Employees. 

BRIGGS  BONDED  WAREHOUSE  (Est.  1951) 

A  Division  of  Briggs  Manufacturing 

Company,  Inc.  (Est.  1901) 

235  S.  Hamilton  St.,  Mail  to  Box  510. 

Phone  883-1731 

E.  L.  Briggs,  Sr.,  President;  E.  L.  Briggs,  Jr.,  Vice  Presi- 
dent. 

Handling,  Storage  and  Distribution  of  Furniture  and 
Allied  Products. 

CENTRAL  MOTOR  LINES,  INC.  (Est.  1936) 

Greensboro,  N.  C.  Direct  Line  Phone  888-5629 

Chicago,  Cleveland,  Philadelphia,  New  York  Met. 
Area,  New  Jersey  Points,  North  Carolina  Points, 
South  Carolina.  Complete  Point  List  on  Request. 
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CENTRAL  TRANSPORT,  INC. 

E.  College  Dr.  Phone  887-1131 

A.  L.  Honbarrier,  President;  John  Tabor,  Vice  President; 

Louise  Honbarrier,  Secretary  &  Treasurer. 
Intra-State  Transportation  of  Liquid  and  Dry  Commod- 
ities  in   Bulk.   Intra-state  Transportation   of  Oil  and 
Kerosene. 

CENTRAL  WAREHOUSE  &  FORWARDING  CO. 

100  N.  Perry  St.  Phone  888-5997 

Wayne  Williard,  President. 

Receiving  and  Shipping  for  Alderman  Photo  Company. 

*CITY  TRANSFER  AND  STORAGE  CO.  (Est.  1908) 

145  W.  High  St.  Phones  882-1315  882-6522 

C.  C.  Lassiter  and  W.  M.  Lassiter,  Partners;  Mrs.  Mar- 
ion R.  Royce,  Secretary. 

General  Storage,  Pool  Car  Distribution,  Moving  Heavy 
Machinery;  Moving  Household  Goods  to  Any  Part 
of  U.  S.,  Delivering  Commercial  Products  for  Manu- 
facturers, and  All   Kinds  Hauling. 

COLONIAL  MOTOR  FREIGHT  LINE,  INC.  (Est.  1932) 
E.  College  Dr.  near  1300  Block  E.  Lexington  Ave. 

Phone  883-1481 

Robert  L.  Honbarrier,  President;  Archie  L.  Honbarrier, 
Vice  President;  Roxie  Honbarrier  Workman,  Secre- 
tary-Treasurer. 

Operating  Between  Points  in  North  Carolina,  Virginia, 
District  of  Columbia  and  Maryland.  (Common  Car- 
rier). 

ET&WNC  TRANSPORTATION  COMPANY  (Est.  1938) 
Winston-Salem  (Direct  Line)  Phone  888-4907 

Alfred  Steel,  President;  W.  W.  Whisman,  Vice  Presi- 
dent; D.  B.  Marion,  Secretary-Treasurer. 

Serving  Tenn.,  Virginia,  N.  C,  S.  C,  Miss.,  Ala.,  Geor- 
gia and  Arkansas. 

*R.  D.  FOWLER  MOTOR  LINES,  INC. 

Westchester  Dr.   Phones  888-5027  888-5028  888-5029 
P.  O.  Box  1128 
R.  D.  Fowler,  President;  W.  R.  Fowler,  R.  D.  Fowler,  Jr., 
Vice   Presidents;   Mrs.   Margaret   F.   Kirkman,  Secre- 
tary-Treasurer. 

Transporting  of  New  Furniture  from  High  Point,  Thom- 
asville,  Mebane,  Drexel,  Morganton,  Marion,  Lenoir, 
North  Carolina  to  Richmond,  Virginia;  Washington, 
(Continued  on  Next  Page) 
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D.  C;  Baltimore  Maryland;  Wilmington,  Delaware; 
and  Philadelphia,  Pennsylvania.  Transporting  Gen- 
eral Commodities  from  Philadelphia,  Pennsylvania 
and  Baltimore,  Maryland  to  the  Piedmont  Section  of 
North  Carolina,  Regular  Route  Intra-state  Service 
from  Burlington  to  Marion,  North  Carolina.  Serving 
all  Immediate  Points  on  General  Commodities.  Ir- 
regular Route  Interstate  Service  on  New  Furniture 
Consigned  to  Points  in  Eastern  North  Carolina. 
High  Point  Terminal,  Westchester  Drive 

High  Point,  N.  C. 
Phones  888-5027,  888-5028,  888-5029 
Baltimore  Terminal,  2405  Aisquith  St.,  Baltimore  18,  Md. 

Telephone  Belmont  54716 
Philadelphia  Terminal,  1523  N.  5th  St.,  Philadelphia,  Pa. 

Telephone  Poplar  93200 
Morganton  &  Lenoir  Terminals,  Rt.  3,  Morganton,  N.  C. 
(Between   Morganton   &   Lenoir  serving   both  points 

and  surrounding  territory) 
Morganton  Telephone  No.  Hemlock  70347 

Lenoif  Telephone  No.  Plaza  47014 

Greensboro,  N.  C.  call  station, 

telephone  No.  BRoadway  44719 
Winston-Salem,  N.  C.  call  station,  telephone  Park  28006 

*FREDRICKSON  MOTOR  EXPRESS  CORP.  (Est.  1926) 
100  Block,  E.  Linden  St.  Phone  888-5088 

C.  G.  Stout,  Local  Agent. 
Transportation. 

FREIGHT  FORWARDING,  MOTOR  FREIGHT  TERMINAL 

407  Albertson  Rd,  Phone  882-6510 

J.  L.  Roth  rack,  President. 
Transportation. 

★GRANVILLE   BONDED  WAREHOUSE  (Est.  1950) 

801  S.  Hamilton  St.,  P.  O.  Box  1751 

Phone  882-0151 

Glenn  Crihfield,  President-Treasurer;  Virginia  F.  Crih- 
field,  Secretary. 

U.  S.  Warehouse  Act  and  North  Carolina  Cotton  Ware- 
house Act  Bonded  and  Licensed  Commodity  and 
Merchandise  Storage  and  Handling.  Pool  Car  Dis- 
tribution, Freight  Forwarding  and  Furniture  Consoli- 
dation. Local  and  Long  Distance  Household  Moving, 
Packing,  Storage  and  Crating,  All  Types  of  Ware- 
housing Services. 

Exclusive  Agents:  Aero  Mayflower  Transit  Company. 
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HENNIS  FREIGHT  LINES,  INC., 

FURNITURE  DIVISION  (Est.  1932) 

820  S.  Hamilton  St.  Phone  888-6432 

J.  L.  Rothrock,  Local  Representative. 

Direct  line  to  Winston-Salem,  6490  Ext.  293 

S.  H.  Mitchell,  President;  W.  R.  Moore,  Vice  President; 
B.  C.  Brandon,  Secretary-Treasurer. 

Interstate  Only,  Indiana,  Ohio,  Illinois,  Michigan,  Ken- 
tucky. 

HIGH  POINT  BONDED 

WAREHOUSE  CO.,  INC.  (Est.  1930) 

419  S.  Hamilton  Phone  882-6210 

M.  O.  Todd,  President-Treasurer;  P.  T.  Clement,  Vice 
President-Manager;  Mrs.  Leona  H.  Ritchie,  Secretary- 
Treasurer. 

Storage  for  Manufacturer  and  Buyer.  Public  Ware- 
house. Pool  Car  Distribution.  Household  Furniture 
Storage. 

Representing:  Peter  Cooper  Corp.,  Quaker  Oats  Co., 
Quincy  Stove  Mfg.  Co.,  Spencer  Kellogg  &  Sons  Co., 
Inc.,  Corn  Products  Refinery  Co.,  American-Maize  Co., 
Ashley  Auto.  Wood  Stove  Co.,  Campbell  Soup  Co., 
Charles  L.  Burks  &  Co.,  Kellogg  Sales  Co.,  Imperial 
Distributing  Co.,  American  Home  Foods. 

★JOHNSON  MOTOR  LINES,  INC. 

Highway  29,  West  Phones  888-5071  888-3425 

Everett  E.  Richardson,  Terminal  Manager;  O.  R.  Harrell, 
Division  Sales  Manager;  J.  L.  Boyles,  Traffic  Repre- 
sentative. 

Common  Carrier  in  Interstate  Commerce,  General  Com- 
modities from  New  England  -and  East,  Textile  Pro- 
ducts to  the  East,  General  Commodities  from  North 
Carolina  to  points  in  South  Carolina  and  Georgia. 
General  Commodities  Intrastate  Between  the  High 
Point  Area  and  Charlotte  and  Points  in  Mecklenburg 
County. 

Manager  Atlantic  States  Motor  Lines,  Inc. 

★MASON  AND  DIXON  LINES  (Est.  1932) 

Also  Operating  Silver  Fleet  Motor  Express 
P.  O.  Box  377,  Guilford,  N.  C.         Phone  888-4200 
E.   Wm.    King,   President;  J.   R.   King,   Executive  Vice 
President;  D.  K.  Good,  Secretary;  E.  Wm  King,  Treas- 
urer; D.  F.  Kamoda,  Terminal  Manager. 
Common  Carrier:  New  York,  New  Jersey,  Pennsylvania, 
Delaware,  District  of  Columbia,  Virginia,  North  Caro- 
(Continued  on  Next  Page) 
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lina,   South   Carolina,   Tennessee,   Georgia,  Alabama, 
Kentucky,  Indiana,  Ohio,  Illinois. 
Interchange  to  Canada. 

McLEAN  TRUCKING  COMPANY  (Est.  1934) 

617  Waughtown  St.,  Winston-Salem,  N.  C. 

(Direct  Wire  from  High  Point  to  Winston-Salem) 

Phone  883-1407 

Paul  P.  Davis,  President;  M.  C.  Benton,  Jr.,  Vice  Presi- 
dent and  Treasurer;  John  T.  Barnes,  Vice  President 
in  Charge  of  Sales;  A.  D.  Benton,  Comptroller; 
George  E.  Spaulding,  Sales  Promotion  Manager. 

Motor  Freight  Transportation. 

*MOTOR  FREIGHT  TERMINAL 

407  Albertson  Rd.  Phones  888-6432  888-6510 

J.  L.  Rothrock,  Owner  and  Operator. 
Pick-up  and  Delivery  Service  in  High  Point. 

MURROW'S  TRANSFER,  INC. 

708  West  Fairfield  Road  Phones  888-4575  888-9959 
W.  C.  Murrow,   President;  John   L.  Murrow,  Jr.,  Vice 

President;  C.  C.  Murrow,  Secretary-Treasurer;   H.  R. 

Gillespie,  General  Traffic  Manager. 
Motor  Freight  Transportation. 

NEW  DIXIE  LINES,  INC. 

820  S.   Hamilton  Phone  888-6432 

J.  L.  Rothrock,  Local  Representative. 

Common  Carrier  General  Commodities  Interstate  Only 
Between  Richmond,  Va.,  and  North  Carolina  Points 
Without  Transfer.  Serve  235  Points  in  Eastern  Car- 
olina Without  Transfer. 

OVERNITE  TRANSPORTATION  CO.  (Est.  1935) 

Direct  Line  to  Greensboro,  N.  C.  Phone  882-6014 
1100  Ninth  St.  Road,  Richmond  24,  Va. 

J.  H.  Cochrane,  President;  G.  B.  Coleman,  Vice  Presi- 
dent Sales  and  Traffic;  Pat  Simmons,  Vice  Presi- 
dent; W.  P.  Hackett,  Secretary-Treasurer;  C.  H. 
Swanson,  General  Traffic  Manager;  J.  R.  Farish,  Traf- 
fic Manager,  R.  B.  Sowell,  Claim  Agent;  J.  I.  Am- 
rheim,  Auditor;  W.  W.  Young,  Assistant  Secretary; 
77~T.  Howell,  Maintenance  Supervisor. 

Serving  More  Than  1000  Points  in  Virginia,  North  Car- 
olina, South  Carolina,  and  Georgia  with  Terminals 
at:  Richmond,  Danville,  Norfolk,  Virginia;  Greens- 
boro, Durham,  Raleigh,  Kinston,  Wilmington,  Win- 
ston-Salem, Charlotte,  Hickory,  Asheville,  North  Caro- 
(Continued  on  Next  Page) 


-  108  - 


and  WHO  makes  It 


Una;     Charleston,     Florence,     Greenville,  Columbia, 
South    Carolina;    Augusta,    Atlanta,    Gainesville,  Sa- 
vannah, Georgia. 
Motor  Freight  Transportation. 

PILOT  FREIGHT  CARRIERS,  INC.  (Est.  1941) 

(Direct  wire  to  Winston-Salem  Terminal)  Phone  888-7969 
Our  Winston-Salem  address  is  Cherry  Street  at  Polo 
Road,  or  P.  O.  Box  615.  Our  High  Point  Phone  Num- 
ber connects  our  High  Point  customers  direct  with 
our  Home  Office  in  Winston-Salem.  Radio  controlled 
Pickup  and  Delivery  Service. 
R.  Y.  Sharpe,  President;  H.  C.  Sharpe  and  J.  A.  Kirk- 
man,  Vice  Presidents;  E.  G.  "Red"  Lackey,  Secre- 
tary-Treasurer; H.  F.  Brown,  General  Sales  Manager; 
T.  D.  Nicholas,  Director  of  Operations;  W.  M.  Burke, 
Comptroller;  Luther  C.  Hodges,  Director  of  Public 
Relations;  Wayne  B.  Honeycutt,  Traffic  Representa- 
tive. 

Intra-State  Service  North  Carolina— 150  mile  radius  of 
Greensboro,  North  Carolina. 

Inter-State  Service— Between  High  Point,  N.  C.  and 
points  and  places  in  Georgia,  South  Carolina,  Vir- 
ginia, Maryland,  Delaware,  Pennsylvania,  New  Jer- 
sey, New  York,  Connecticut,  Rhode  Island,  and 
Massachusetts  also  Reliable  Service  through  Cana- 
dian carriers  serving  many  Canadian  points. 

RELIABLE  TRUCKING  COMPANY  (Est.  1934) 

C.  C.  Camp  Rd.  Phone  882-0196 

M.  L.  McRee,  President;  John  W.  McRee,  Vice  President; 
James  C.  Martin  Sr.,  Executive  Vice  President;  James 
R.  McRee,  Secretary. 

Transportation  of  New  Furniture,  Plywood  and  Veneers 
from  North  Carolina  to  Washington,  Baltimore,  Points 
in  Pennsylvania,  New  Jersey,  and  New  York  City. 

General  Commodities  from  New  York,  Philadelphia,  and 
Baltimore  to  High  Point  and  Greensboro,  N.  C, 
Connecting  Carrier,  J.  W.  Wilder,  Transfer,  Greens- 
boro, N.  C,  with  150  Mile  Radius. 

RUTHERFORD  FREIGHT  LINES,  INC.  (Est.  1906) 

RFD  6,  Greensboro  Rd.  Phone  882-6011 

R.  N.  Mclntruff,  President;  D.  A.  Dean,  Executive  Vice 
President  in  Charge  of  Sales  and  Traffic;  W.  H.  Per- 
kins, Secretary-Treasurer;  E.  H.  Sellstrom,  Freight  Claim 
Agent;  Lester  L.  Wofford,  High  Point  Terminal  Man- 
ager. 

(Continued  on  Next  Page) 
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Daily  Direct  Service  to  Chattanooga,  Knoxville,  Kings- 
port,  Johnson  City,  and  Bristol,  Va.-Tenn.  Connec- 
tions at  Chattanooga  and  Knoxville  for  St.  Louis,  Kan- 
sas City,  Chicago,  Cincinnati,  Louisville.  Daily  Over- 
night Service  to  Roanoke,  Radford,  Pulaski,  Galax, 
Marion,  Martinsville,  Wytheville  and  Abingdon,  Vir- 
ginia. 

★SECURITY  WAREHOUSE  COMPANY  (Est.  1932) 

Southern  Ave.  Phone  888-4928 

I.  B.  Dunn,  Owner-Manager. 

Furniture  Consolidators,  Rail  and  Motor  Carrier,  Ware- 
housing—General. 

★SMITH'S  TRANSFER  CORP.  (Est.  1930) 

Main  Office:  Staunton,  Va.— Greensboro. 
1708-1714  Holbrook  St.  Phone  H.  P.  888-4612 

Phone  Greensboro  BR  5-1681 

R.  R.  Smith,  President;  R.  P.  Smith,  Vice  President; 
Joseph  E.  Cox,  220  W.  31st  Street,  Charlotte,  N.  C, 
Division  Manager;  Calvin  Tyree,  Terminal  Manager; 
Sam  Brown,  Sales  Representative. 

Transportation  of  Freight. 

TATUM-DALTON  TRANSFER  &  STORAGE 

(Est.  Greensboro  1909;  High  Point  1960) 
302  W.  Green  St.  Phone  882-0424 

R.  W.  McNairy,  President;  Glenn  O.  McNairy,  Vice 
President;  Miss  Sue  Huffine,  Secretary-Treasurer; 
Dean  Lambeth,  Local  Manager. 

Household  Movers.  Agents  North  American  Van  Lines. 

★THURSTON  MOTOR  LINES,  INC.  (Est.  1933) 

P.  O.  Drawer  390,  Wilson,  N.  C. 

Phone  High  Point  888-4040 

D.  J.  Thurston,  Jr.,  President;  J.  E.  Bullock,  Vice  Pres- 
ident, Traffic;  P.  W.  Lynn,  Vice  President,  Sales;  C. 
H.  Baker,  Secretary  &  Treasurer;  W.  R.  Allen,  Opera- 
tions Manager.* 

Branch  Offices:  Wilson,  Morehead  City,  Charlotte, 
Greensboro,  Raleigh,  Durham,  Goldsboro,  Wilming- 
ton, Williamston,  Fayettevilie,  Weldon,  Hickory,  North 
Carolina;  Richmond,  Norfolk,  Virginia;  Nashville, 
Memphis,  Chattanooga,  Knoxville,  Tennessee;  Green- 
ville, Florence,  Columbia,  South  Carolina. 

YOUNGBLOOD  TRUCK  LINES,  INC. 

Headquarters:  Fletcher,  N.  C. 

145  W.  High  St.  Phone  888-7135 
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A  Manufacturing  Co   25 

A.  &  L.  Hosiery  Mills,  Snc   59 

A.  M.  P.  Associates  .   95 

Acclaim  Hosiery  Mills,  Inc   59 

Acme  Sample  Books  Company,  Inc   37 

Adams-Millis  Corporation   59 

Advance  Frame  Co   25 

Aero  Mayflower  Transit  Company   103 

Akron  Spool  &  Manufacturing  Co   71 

Alan,  William,  Inc   5 

Alderman  Studios,   Inc   55 

All  Home  Improvements  Company   74 

Allen  Jay  Hosiery  Mills   59 

Alles  Carolina  Corporation   44 

Allison-Erwin   Company   51 

Allred  Metal  Stamping  Works  .  ,   46 

Alma  Desk  Company  .  .   5 

American   Bakeries  Company   84 

American  Furniture  Co.— American  Square   56 

American  Leather  Manufacturing  Co   37 

American  Name  Plate  and  Mfg.  Co   90 

American  of  High  Point,  Inc   5 

American  Supply  Co.  of  N.  C,  Inc   37 

Amos  Hosiery  Mills,  Inc   60 

Andrews,  J.  Fred   37 

Anthony,  Cheatham  and  James   70 

Anvil   Brand,   Incorporated   64 

Apparel,  Mr.,  Snc  .   64 

Archdale   Electric   Co  .   100 

Archdale  Machinery  &  Hosiery  Co   60 

Archdale  Mfg.  Co.,  Inc   64 

Archdale  Mattress  Company   20 

Armentrout  Veneer  Company   43 

Armour  &  Co   18 

Armstrong  Veneer  &  Lumber  Co   29 

Aro  Equipment  Corp   44 

Art  Chair,   Inc   5 
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Associated   Transport,    Inc.-   103 

Atlantic  Savings  and  Loan  Association   96 

Atlantic  States  Motor  Lines,  Inc   104 

Atlas  Concrete  Block  Co   74 

Atlas  Electric  Motor  Repair   100 

Auman  Manufacturing  Co   25 

Auto  Parts  &  Accessories  Co.,  Inc   90 

Autographed  Ball  Co   82 

Automatic  Lathe  Cutterhead  Co.,  Inc   46 

-  B  - 

B  &  C  Electric  Motor  Repairing  Co   100 

B.  &  H.  Mfg.  Company,  Inc   5 

B.  &  W.  Aluminum  Products  Co   74 

B  &  W  Frame  Works   25 

B.  &  W.  Upholstering,  Inc   5 

Banks,  John  H.,  Textiles—  '  70 

Barnes  Manufacturing  Corp   90 

Basic  Furniture  Styles,  Inc   6 

B.  B.  Chemical  Co.-   66 

BBS  Studios,   Inc   56 

Beaver  Spring  and  Metal  Works   71 

Beeson  Hardware  Co   27 

Behr-Manning    18 

Bell  Lines,  Inc   104 

Bennett   Advertising,   Inc   95 

Big  Consolidate  Cash  &  Carry,  Inc   91 

Biltrite  Upholstery  Company   6 

Bivins  &  Caldwell,  Inc   70 

Black,  James  F.,  Co.,  Inc   28 

Black's   Antique   Shop   22 

Black's,  Bus,  Custom  Built  Furniture   6 

Blacksmith   Shop,   The   6 

Bodenheimer,  W.  P.,  Leather  Goods  Shop   86 

Bolton,  Charles  T.,  Furniture  Co   6 

Borden  Co.,  The— South  Atlantic  Division   84 

Bottoms-Fiske  Truck  Lines,   Inc   104 
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Boulding  Upholstery  Company   6 

Branch   Upholstering    Repair   6 

Brandon  Furniture  Co   22 

Bray   Electric  .   100 

Briggs  Bonded  Warehouse   104 

Brooklyn  Spring  Corp.  Warehouse   35 

Brown,  Pat,  Lumber  Corp   77 

Brown-Bledsoe  Lumber  Company   29 

Brown's  Furniture  House  &  Upholstering  Co   6 

Bryant  Electric  Co.,  Inc   100 

Burlington  House  Fabrics  Co   37 

Burlington  Throwing  Company   64 

Burton  Upholstery  Co.,  Inc   6 

Byerly  Upholstery  Company   7 

-C- 

C.  &  L.  Fibre  Glass  Products  Co   74 

Caldwell  Stamp  &  Printing  Co   79 

Cameron,  Robert  B   7Q 

Canada  F.  F.  Hosiery  Mill   60 

Canine,  John  P.,  Co   90 

Capital  Airlines,  Inc  .   101 

Carbide  Saws,    Inc   47 

Care-Free  Lingerie,  Inc   64 

Carolina  Auto  Glass  Co   86 

Carolina  Beauty  Supply  Co   90 

Carolina  Body  Company   86 

Carolina  Container  Co     83 

Carolina  Cotton  Batting  Co.,  Inc   22 

Carolina  Farnsworth,   Inc   22 

Carolina  Foam  &  Paper  Co   24 

Carolina  Machine  Works   71 

Carolina  Machine  Works     47 

Carolina  Repro-Graphic,  Inc    79 

Carolina  Seating  Company     7 

Carolina  Spring  Corporation     35 

Carolina  Tool   Company.    90 
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.Carolina   Upholstery  Co.,   Inc   7 

Carolyn  Fabrics,  Inc.   37 

Carpenter,  E.  R.,  Co.,  Inc.   23 

Carr  Mill  Supply  Co   70 

Carrick  Turning  Works,  Inc   20 

Carrick,  V.  P.,  Products   47 

Carson,    Inc   7 

Carson's  of  High  Point   7 

Casard  Furniture  Mfg.  Corp   7 

Case  Manufacturing  Co   7 

Caudell,  S.  C,  &  Son    30 

Cecil  Manufacturing  Co.  &  Yadkin  Basket  Co   86 

Central  Ice  and  Coal  Co   86 

Central  Motor  Lines,  Inc   104 

Central  Monument  Company   86 

Central  Savings  Bank   96 

Central   Transport,   Inc   105 

Central  Warehouse  &  Forwarding  Co   105 

Chase  Manufacturing  Co.-:   87 

Chautauqua  Hardware  Corporation   28 

Childers  Concrete  Co   75 

Chimleski,  Edmund,  Associates   54 

City  Transfer  and  Storage  Co    105 

City  Welding  Company   47 

Clark's  Art  Wood  Carving  Co   20 

Clinard  Milling  Company   84 

Clinard   Printing   Company   79 

Clipper  Supply  Company   18 

Cloverdale   Dye  Works    65 

Coggins,  J.  C,  Machine  Shop   71 

Cohn  Hall  Marx  Co   38 

Collins  &  Aikman  Corp   38 

Colloids  of  Carolina,  Inc   66 

Colonial  Freezer  Lockers,  Inc   73 

Colonial  Furniture  Company   8 

Colonial  Motor  Freight  Line,  Inc  —  105 

Colony  Tables,  Inc     8 
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Colorado  Milling  &  Elevator  Co   84 

Conner,  Robert  W.,  A. I. A.,  Architect   98 

Continental  Furniture  Co.,  The   8 

Cooke,  Dewitt  A   44 

Covert  Textile  Co.,  Inc   38 

Cox,  Jos.  D.,  &  Sons,  Inc   78 

Cox,  Joseph  J.,  Company   78 

Crawford,  H.  E.,  Mill  Supply  Co   72 

Creative  Print  Shop,  The   79 

Crestwood  Furniture  Co.,  Inc   8 

Crouch  Manufacturing  Co   20 

Crown  Flex  of  North  Carolina,  Inc   35 

Crown  Hosiery  Mills,  Inc   60 

I  Curt  Mfg.  Co.,  Inc   25 

Custom  Processing  &  Mfg.,  Inc   47 

-D- 

Daisy  Mills,  Inc   65 

Dallas,   Inc  .   8 

Davis   Electric   Co.-   100 

Davis  Printing  Company   79 

Davis   Upholstery   Company....   9 

Davis,  W.  A.,  Milling  Company   85 

Dean  Company,  The   30 

Debs,  Pierre,  Associates   54 

Dedmon  Produce  Company.  Inc   91 

Deeks  and  Company  .   66 

Deep  River  Hosiery  Co.,  Inc   60 

Dekor  Corp   9 

De-Lite  Venetian  Blind  Company   75 

Delores  Full  Fashioned  Hosiery  Mill   60 

Deluxe  Saw  &  Tool  Co.,  Inc   47 

Denny  Roll  &  Panel  Company  .   43 

Diamond   Mills   Corporation   61 

i  Dickerson,  Thomas  E.,  Co   51 

Dillon,  E.  C,  &  Co   69 

Dinette  Parts  Mfg.  Co   9 
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Dixie  Chipboard  Co   43 

Dixie   Container  Corporation   91 

Dixie  Machine  Company..   48 

Dixie  Supply  &  Sales  Co.,  Inc   38 

Dobbins  Electric  Co.,  Inc   100 

Douglas  Printing  Company   80 

Dri-Trans,   Inc   68 

Duke  Furniture  Corp   9 

Duke   Power  Company   87 

Duke  Refining  Corporation   67 

-  E  - 

Eagle-Ottawa  and  Blanchard  Bro.  &  Lane  Leather  Co.  37 

Easter,  Howard  B   38 

Eastern  Air  Lines   102 

Eastern  Furniture  Co   9 

ET&WNC   Transportation   Company   105 

Eddystone  Hosiery  Mills,   Inc   61 

Electric  Supply  Inc   91 

Electronic  Accounting  Card  Corporation   80 

Elite  Bakery   85 

Ellenboro  Mills,  Inc   38 

Ellis  &  Sale  Corporation   69 

Ellison  Electric  Co   101 

Englander  Company,  Inc.,  The   20 

Enterprise    Photo   Engravers   80 

-F- 

Fabric   Displays,   Inc   38 

Fagg  Upholstery  Company   9 

Farr,  W.  B.,  and  Sons   51 

Faultless  Caster  Corporation   28 

Fibresales    Corporation   39 

Fields,  Chas.  S.,  of  N.  C,  Inc   39 

Fine-Tex  Fabrics  Corp   39 

Flex-O-Lators,    Inc   35 

Fli-Back  Company,   Inc   82 

Flintkote,  The,  Co   75 
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Foley  Drug  "Company   91 

Fowler,  R.  D.,  Motor  Lines,  Inc  ,   105 

Fox,  James  R.,  Advertising   96 

Fox  Paper  Co.,  The  .   83 

Frames,   Inc   9 

Frank's  Lumber  Sales  ,   30 

Fredrickson  Motor  Express  Corp.   106 

Freeman,  Wm.  F.,  Inc.,  Engineers  &  Architects   99 

Freight  Forwarding,  Motor  Freight  Terminal   106 

Frye  Manufacturing  Company   9 

Furniture   Displays   Building..   56 

Furniture  Sales  Incorporated  .....  ...  51 

-  G- 

G  &  J  Machine  Shop,  Inc   72 

Gail  Upholstery  &  Repair  Co   10 

Garrett  Mirror  Support  Co   25 

.;  General  Paper  Co   91 

General  Sales  Company   52 

General  Steel  Products  Company,  Inc   48 

Georgia-Pacific  Corpn.   30 

Gibson,  Paul  H.,  Lumber  Co   31 

Gilbreth  Upholstery  Co  .   10 

Giles  and  Samuel  Turning  Co.,  Inc   20 

Glen-Alan  Furniture  Co.,  Inc   10 

Glenola  Frame  Works,  Inc   25 

Globe   Furniture   Company   10 

Godfrey,  Paul  W.,  Veneers  .   31 

Golding  Bros.  Co.,  Inc   39 

Goodrich,  B.  F.,  Plastic  Division   39 

I  Grand  Rapids  Varnish  Corp.   23 

Granville   Bonded   Warehouse    106 

Greenlee  Bros.  &  Co  :   45 

Griffin  Upholstery  Company   10 

Grimsley,  E.  L.,  Veneers   29 

Gross,  Robert  A.,  (Veneer)   31 

I  Guarino,  Robert  P.,*  Professional  Engineer   99 

Guilford  Veneer  Co   43 
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H  &  H  Upholsterers   10 

Hagen-Rose   Co   96 

Hall   Printing  Company  :  ...  80 

Haltom  Hosiery  Mills,  Inc   61 

Hamilton  House,  Inc   1 1 

Harriss  &  Covington  Hosiery  Mills   61 

Harte  &  Co.,  Inc   39 

Hatteras  Yacht  Company   74 

Hatzi   Furniture  Co   1 1 

Hauser,  S.  E.,  Wholesale,  Inc   91 

Hawks  Upholstery  Company   1 1 

Hayworth  Roll  &  Panel  Co   43 

Heberlein   Patent   Corporation   70 

Hedgecock  Lumber  Co.,  Inc   75 

Heirloom  Furniture,   Inc   1 1 

Hekler,  Norman,  Associates   55 

Henderson  &  Mooney  Mfg.  Co.,  Inc   26 

Hendrix  Batting  Co  .   22 

Hendrix  Sales  Agency   52 

Henley  Paper  Company..^   92 

Hennis  Freight  Lines,  Inc.,  Furniture  Division   107 

Henry  of  High  Point   11 

Heritage  Furniture  Company   1 1 

Hickory  Springs  Mfg.  Co.,  Inc   35 

High  Manufacturing  Co.—.   26 

High  Point  Auto  Parts   92 

High  Point  Boiler  &  Tank  Co.,  Inc   48 

High  Point  Bonded  Warehouse  Co.,  Inc   107 

High  Point  Canvas  Shop,  Inc   75 

High  Point  Chemical  Mfg.  Co.,  Inc   67 

High  Point  Cigar  Company   92 

High  Point  Coal  &  Oil  Company   92 

High  Point  Concrete  Products  .   75 

High  Point  Cotton  Batting  Co   22 

Hiatt  Seat  Cover  Center   87 

High  Point  Dental  Laboratories   92 

High  Point  Division  of  Wood  Conversion  Co   24 
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High  Point  Electric  Co   101 

High  Point  Fabricators,  Inc   24 

High  Point  Face  Veneer  Co.   43 

High  Point  Finishing  Company   65 

High  Point  Fixture  Manufacturing  Co   82 

High  Point  Furniture  Decorators,  Inc   55 

High  Point  Furniture  Ind.,  Inc   12 

High  Point  Glass  &  Decorative  Co   34 

High  Point  Hardware  Co.,  Inc   28 

High  Point  Novelty  Shop   12 

High  Point  Paper  Box  Co.,  Inc   83 

High  Point  Sample  Books   40 

High  Point  Savings  &  Trust  Co   96 

High  Point  Spring  Corp   36 

High  Point  Sprinkler  Co   48 

High  Point,  Thomasville  &  Denton 

Railroad    Company   102 

High  Point  Trinity  Flying  Service   102 

High  Point  Upholstery  Co   12 

High  Point  Weaving  Co   65 

Highland  Cotton  Mills,  Inc   65 

Hi-Lite  Chairs,  Inc   12 

Hill  Bros.  Lumber,  Inc   31 

Hoe  R.,  &  Co.,  Inc.,  Carbide  Saw  &  Tool  Division   48 

Holt  Manufacturing  Co   68 

Holt,  Van,  Machine  Shop   72 

Hudson   Studios  .   56 

Hughes-Rankin  Company   52 

Hunter  and  Co   40 

Hunter  Coal  and  Oil  Co   92 


Industrial  Food  Catering  Service   85 

Industrial  Lithograph  Co.,  Inc   68 

Irving  Plastic  Co   40 

Irving's  Plastic  Waste  Co  L  87 
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J.  &  G.  Paper  Pad  Co   83 

Jacobs  Tin  Shop   87 

Jake  Froelich  Veneers  ,   30 

James,  Inc   12 

Jamestown  Mfg.  Co    12 

Jamestown  Mills  Co   65 

Jap  Manufacturing  Co   26 

Jerome  Hosiery  Mills,  Inc   61 

Jiffy  Mfg.  Co   84 

Johnson  Hinge  Co.,  Inc  .   48 

Johnson  Motor  Lines,  Inc   107 

Johnson,  S.  C,  &  Sons,  Inc   92 
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Kana  Cabinet  Shop   12 

Kay  Manufacturing  Corp   36 

Kay  Chemical  Company   87 

Kaylyn,    Inc   12 

Kearns,  O.  E.,  &  Sons,  Inc   61 

Kearns  Tent  &  Awning  Co  —  76 

Kee  Manufacturing  Company   26 

Keen,  Lila  Moore,  Fine  Arts,  Inc   52 

Kellam   Foundry   49 

Kenneth  J.  Schwabenton   33 

Kessler   Printing   Co   BO 

Kester  Machinery  Co   45 

Key  Fabrics,  Inc  ,   40 

Kiddie  Tot  Hosiery  Mills,  Inc   62 

Kimsey,  S.  P.,  Plumbing  &  Heating,  Inc   93 

King  Electric  Repair   49 

Kinnaman,  N.  P._____   40 

Kitchen  Queen,  Inc   13 

Kitty  Knit  Hosiery  Mill  :   62 

Kivett  Produce  Corporation.    93 

Klip-On  Products,  Inc   67 
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L.  A.  Welch  Printing  Co   81 

Lambeth  Plumbing  &  Electrical  Contractors,  Inc   101 

Lamp  Center   56 

Lavidge  &  Davis.  Inc.— Advertising   96 

Lester,  J.  A.,  Mfg.  Co   13 

Lewis  Supply  Co.,  Inc   93 

Lilly  Company,  The   23 

Lindale  Dairy  Corporation  .   85 

Lindsay   Commercial   Studio   56 

Linthicum,  W.  E.,  &  Son   76 

Lloyd   Cramer— Veneers   30 

Lyon  Furniture  Mercantile  Agency   54 

-M- 

M.  and  J.  Frame  Works   26 

M.  &  R.  Machine  Company   72 

Mac  Panel  Company   78 

MAC-netic  Tape  Co   78 

Macon  Machine  Shop   72 

Madison  Frame  &  Upholstering  Co.  Inc  ,   26 

Manufacturers  Supply  Co.,  Inc   76 

Marietta  Paint  &  Color  Co   23 

Mark  Products,  Inc   67 

Marlowe-Van   Loan  Corp   67 

Marsden-Slate   Company   40 

Marsh-Armfield,    Inc   24 

Marsh  Furniture  Company   13 

Marspring   Corporation   36 

Mason  and  Dixon  Lines   107 

Mattison   Machine   Works   45 

Mays  and  Parks,  Associates— Architects   99 

McCanless   Furniture  Carving   21 

McEwen  Lumber  Co   31 

McGill  Manufacturing  Co   13 

McLean  Trucking  Company   108 

Melrose  Hosiery  Mills,  Inc   62 

Merchandise  Mart   57 
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Meyer,  Norman  L.   55 

Mica  &  Minerals  Company   87 

Mickey  Printing  Company,  Inc   80 

Mickey,  W.  F.,  Body  Co.,  Inc   87 

Middletown  Mfg.  Co.  (High  Point  Branch)   49 

Mid-West  Abrasive  Company   19 

Miller,  Louis  L,  Hosiery   69 

Miller  TV  Products   13 

Milligan  and  Higgins   19 

Minnesota  Mining  and  Mfg.  Company   19 

Mirro-Products  Company   82 

Mitchell,  Jimmy,  Inc   31 

Mizell,  J.  A  .   32 

Modern  Poultry,  Inc   73 

Modern   Upholstery   Company   13 

Moffett,  C.  J.,  Medicine  Co   88 

Monarch  Furniture  Co.,  Inc   13 

Monark  Shade  Co   76 

Montgomery  Paper  Box  Corp.   84 

Moore  Electric  Repair  .   101 

Morgenstern,  George  E.,  Machinery   49 

Mor-Lo  Mfg.  Co.,  Inc   13 

Moss  Rose  Mfg.  Co   40 

Motor  Freight  Terminal   108 

Moyd  Metal  Awning  Co—   76 

Myles  Hosiery  Mills   62 

Myrtle  Desk  Company   14 

Murrow's  Transfer,  Inc   108 

-  N  - 

N.  A.  P.  A.  Warehouse   93 

National  Food  Stores,  Inc   93 

National  Lock  Company   28 

National  Springs  Corp   36 

National  Upholstery  Company   14 

Navaco,   Inc.   76 

Neely  Veneers   32 
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Nelson  Cabinet  Shop   14 

New  Dixie  Lines,  Inc   108 

New  South  Furniture  Exposition  Corporation   57 

North  Carolina  National  Bank   97 

North  Carolina  Schoonbeck  Company   14 

North  State  Hosiery  Company   69 

Northwood  Turning  Company   21 

No-Sag  Spring  Company   36 

Nu  Products,  Inc   26 

-  O  - 

Oakdale  Cotton  Mills   65 

Oak  View  Press  Co.,  Inc   49 

Oakview  Printing  Company   81 

Oden-Sloan   Architects   99 

Ohio  Knife  Co.,  The   45 

Old  Master  Stain  Company   23 

Oliver,  Arthur  A.,  &  Sons,  Inc   40 

Oliver  Foam  Rubber,  Inc   24 

Orange   Printing   Company   81 

Overnite  Transportation  Co   108 

-  P  - 

Palm  Brothers  Decalcomania  Co...   93 

Palmetto  Wiping  Cloth  Co   88 

Paragon  Waste  Manufacturers,  Inc   88 

Pearson,  Clyde,  Inc   14 

Pearson  Sanding  Machine  Co.,  Inc   49 

Peerless   Flooring   Company   77 

Peerless,    Inc   50 

Penny  Turning  &  Finishing  Co   21 

Penrod,  Jurden  and  Clark  Co   32 

Perkins  Glue  Company   19 

Perpetual  Savings  &  Loan  Association   97 

Perry's  Upholstering  Co   15 

Peter  Cooper   Corporation   18 

Phillips-Davis,    Inc   41 
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Phillips-Foscue   Corporation   79 

Phillips  Frame  Works   27 

Pickett  Cotton  Mills,  Inc   66 

Piedmont  Aviation,   Inc   102 

Piedmont  Chemical  Industries  of  High  Point,  Inc   67 

Piedmont  Customer  Service   98 

Piedmont  Electric  Repair  Co.,  Inc   101 

Piedmont  Machine  Company   72 

Piedmont  Natural  Gas  Co   88 

Piedmont  Savings  &  Loan  Association   97 

Piedmont  Wholesale   Company   93 

Pilot  Freight  Carriers,  Inc..   109 

Pinco,  Inc   88 

Pittsburgh  Plate  Glass  Company   34 

Plastics,  Inc   41 

Plastiglide  Mfg.  Corp   41 

Plibrico  Sales  and  Service  .   94 

Plymouth  Furn.  Co.,  Inc   15 

Plymouth  Hosiery  Mills,  Inc   62 

Plymouth   Rubber  Co   41 

Power  Transmission  Company   88 

Powers  Wire  Staple  Co.,  Inc   49 

Praigg,  Noble  T.,  Advertising   96 

Prins  of  High  Point  Corp   74 

-Q- 

Quality  Chair  Co.,  Inc  -   15 

Quality  Frame  &  Upholstery  Company   15 

Quality   Pastry  Shop   85 

Quality  Saw  Shop   49 

Quality  Wood  Turning  Co   21 

Queen  Carving  Inc   21 

— R- 

Ragan-Carmichael,    Inc   29 

Railway  Express  Agency,  Inc   103 

Ralph's  Frame  Works,  Inc   27 

Rankin,  E.  C,  Manufacturers'  Direct  Reps   52 

Rawleigh,  J.  N.,  Company   97 

Redman  Associates,  inc    46 

Regent  China  &  Supply  Company   52 

Reliable  Manufacturing   Co   15 

Reliable  Trucking  Company  ±   109 

Reliance  Varnish  Company  of  North  Carolina,  Inc.-  23 
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Rhodes  Press,  The   81 

Richardson   Furniture  Co.   27 

Ritch  Face  Veneer  Company   44 

Roberts  &  Strack  Veneer  Co.,  Inc   32 

Robertson  Sign  Company   88 

Robins,  E.  A.,  Veneer  Co   32 

Rockwell,  Hubert  J.,  Assoc.  Furn.  Designers   55 

Rogers   Industries,   Inc   89 

Rothschild,  David,  Company  :   41 

Ruter  &  Walters  .   32 

Ruth  Machine  Service   72 

Rutherford  Freight  Lines,  Inc   109 

-S- 

S  &  S  Tool  Works   50 

Sackner-Southern,    Inc   41 

Sales  South,  Inc   32 

Samples,   Inc   42 

San-Mor  Company   82 

Sapp  Abbatoir   73 

Schute,  Leon  A.,  A. I. A.,  Architect  _  99 

Schwartz,  M.  M.,  Co   69 

Scott  and  Williams,  Inc.  r   71 

Security  Upholstering  Company,  Inc   15 

Service  Beauty  Supply  Co.,  Inc   94 

Servisign  Company,  Inc.,  The   81 

Shaw,  E.  L.,  Lumber  Co   32 

Silver-Craft  Furniture  Co   15 

Silver  Knit  Hosiery  Mills   62 

Simmons  Company   53 

Skeen  Packing  Co.,  Inc   73 

Slane   Hosiery  Mills,  Inc   63 

Smart-Sox,   Inc   63 

Smith,  Ed,  Septic  Tank  Plant   77 

Smith,  George  D.,  &  Son   42 

Smith  and  Greenwood   33 

Smith  Machine  Shop   72 

Smithson  Inc.  of  Southern  Pines   42 

Snider  Printing  Company,  Inc   81 

Snow  Lumber  Co  1   77 

Snow  Studio  &  Camera  Shop   56 

Snyder   Paper  Corporation   94 

Sock-It  Company,  Inc   82 

Southbridge    Plastics   42 

Southeastern  Foam  Rubber  Co   24 
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Southeastern  Furniture  Building   57 

Southern  Abrasives,  Inc.   19 

Southern  Bearing  &  Parts  Co   94 

Southern  Die  Casting  and  Engineering   89 

Southern   Fabrics  Corp.  J.   42 

Southern   Furniture   Exposition   Building   57 

Southern  Furniture  News,  Inc   81 

Southern    Producers   Company   50 

Southern   Railway  System   103 

Southern  Resaw  Works   50 

Southern  Seating  Co.,  Inc   16 

Southern  Welding  &  Machine  Inc   50 

Southern  Wire  &  Iron  Works  of  N.  C,  Inc   53 

Southland  Importing  and  Exporting  Co   29 

Southland  Supply  Co.,   Inc   77 

Spaugh,  W.  I.,  &  Son  _„_;_   94 

Specialty  Food  Products  Division  of 

W.  A.  Davis  Milling  Co   85 

Spectrum  Furniture  Co   16 

Spencer   Flying   Service   103 

Spox  Co.,  The  -   16 

Sprinkle  Feed  MilLI   85 

Sta ley's,  Inc     _  16 

Stampagraph   Co.,    Inc.   68 

Star  Manufacturing  Co   10 

Star  Sales  Company,  Inc   89 

State  Hosiery  Mills,  Inc   63 

Stead  &  Miller  Co   42 

Steelman,  R.  J.,  Company   63 

Stevens,  J.  P.,  &  Co.— Simtex  Fabrics   42 

Stroupe  Mirror  Company   34 

Stylette   Furniture  Co   16 

Style-Craft  Sample  Company   42 

Sundial  Lamps,  Inc   53 

Sun-Line    16 

Super  Sagless  Spring  Corp   36 

Sutton  Woodworking  Machine  Co   46 

Swaim  Manufacturing  Co   16 

Swaim  Supply  Co   94 

Sweet  Shoppe,  Inc.,  The   85 

Swinney  Payne  Lumber  Co.,  Inc   33 

-  T  - 

Tar  Heel  Upholstery  Co   16 

Terry  Supply  Company,  Inc   95 
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Tex-Elastic  Corporation,   Inc   66 

Textile   Insurance   Company   98 

Thaden  Molding  Corp   27 

Thayer  Coggin,  Inc   17 

Thayer,  L.  C,  Lumber  Co   33 

Thomas   Furniture  Company   17 

Thomas,  Perley  A.,  Car  Works,  Inc   73 

Ticketag   Corporation   68 

Tillson,  R.  D.,  &  Associates,  Inc   99 

Tomlinson  of  High  Point,  Inc   17 

Traditional  Furniture  Shops,  Inc   17 

Triangle  Hosiery  Co   63 

Triangle   Upholstery  Company   17 

Tri-Bee  Label  Company,  Inc   69 

Trivette  Brothers  Box  Co   84 

Truck  and  Trailer  Sales  Inc   95 

Turpin  Electric  Co   101 

-U  - 

Union  Bag-Camp  Paper  Corporation   84 

U.  S.  Rubber  Company   24 

United  States  Korboard  Corporation   44 

United  States  Plywood  Corp   33 

United  Waste  Materials  Co  .   89 

United   Woodcarving   Co   21 

Universal  of  High  Point,  Inc   53 

Upton  Supply  Company   95 

Utility   Craft   17 

-  V  - 

Viking  Sprinkler  Company   50 

Voorhees,  Everhart,  Connor  Architects   99 

-  W- 

Wachovia  Bank  &  Trust  Company   98 

Wagner  Veneers   33 

Walker  Furniture  Co.,  Inc  ,-.   18 

Wall,  Matt,  and  Son,  Veneers   33 

Wall,  W.  J.,  Mat  Co   89 

Walser  Hosiery  Co   63 

Ward  Baking  Company   86 
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Ward,  W.  Wray,  &  Son   53 

Washburn  Printing  Co    81 

Wayne  Trademark  Mfg.  Co      69 

Weavers  Sales  South.  Inc   43 

Welborn  Cleaner  Products  Co.,  Inc   89 

Welch,  George  C   42 

West  End  Machine  Works     50 

Westinghouse  Electric  Supply  Co   46 

Westwood  Lumber  Company  of  High  Point  .   34 

White  Frames,  Inc   27 

White  Hosiery  Mill   63 

Wildman  Jacquard  Co.,  Branch  Office   70 

Williams,  Ichabod  T.,  &  Sons,  Inc....    34 

Williams  Machinery  Exchange   46 

Williams  Sales  Co.,  Inc   34 

Wilson  &  Company,  Inc   95 

Wilson  Machine  Company   73 

Wilson  Sales— J.  Clyde  Cox   29 

Womack  Radio  Supply  Co.,  Inc   95 

Wood,  Geo.  T.,  &  Son,  Inc   54 

Woodworkers  Supply  Co   19 

Wool  Novelty  Co.,  Inc   66 

Wright  Frame  Works   27 

-  Y- 

Yokeley  Furniture  Co   18 

Youngs,    Inc   18 

-Z- 

Zonolite  Company    7J 
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ADDENDA 

ELECTRICAL  LIVING  SERVICES,  INC.  (1) 

1901  English  St.  Phone  882-6428 

P.  O.  Box  1430 
D.  D.  Davis,  President;  George  Saunders,  Vice  President; 

H.  R.  Pancoast,  Secretary-Treasurer;  Bill  Beck,  Manager. 
Custom  Residential  Wiring. 

MANORCRAFT,  INC.  (1) 

South  Main  St.  Ext.  Phone  882-1818 

William  Creech,  President;  Iris  Creech,  Vice  President 

and  Treasurer;  Lester  Hughes,  Plant  Manager. 
Upholstered  Living  Room  Furniture. 

RON-EL  CHAIRS,  INC.  (1) 

123  Albertson  Road  Phone  882-9918 

C.  S.  Lambeth,  President. 
Upholstered  Living  Room  Furniture. 
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GROWTH  IN  POPULATION 
1900-  4,163 
1910-  9,525 
1920-14,302 
1930-36,745 
1940-38,495 
1950-39,973 
1 960-62,063 
High  Point  Planning  Area  85,000 


For  Further  Information  Write 
THE  HIGH  POINT  CHAMBER 
OF  COMMERCE 

High  Point,  N.  C. 


DOUGLAS   PRINTING  CO  .   HIGH   POINT,  N. 


